
TM 1-219, July 1, 1941, is changed as follows : 

401. Distribution of products. 

* * * * * * . * 



b: Regulations classifying and governing restricted photographs 
are contained in Alt 380-5. The unit commander * * * of 
competent authority. 

c. Rescinded. 

i 

d. The Commanding General of the Army Air Forces requires 
photographs of general service and public interest to be submitted 
monthly. 

* ***** * 

/. All photographs distributed by the Army Air- Forces will be 
marked or stamped on the back : “Official Photograph — U. S. Army 
Air Forces.” All copyright privileges * * * any official 

photograph. 

g . When publication is authorized by proper authority, the 
credit line must read: “Official Photograph, XJ. S. Army Air 
Forces.” 

* * * * * * * 

[A. 0. 062.11 (2-22-43).] (C 1, Mar. 6, 1948.) 

405. Photographic files. 

******* 

c. Duties and responsibilities. 

• * * * * * * • 

(6) Army Air Forces regulations govern the titling and 
identification legend to be used on all negatives by Army Air 
Forces units and activities. A loose-leaf file * * * records 
and reports. 

* * * * * * * 

[A. G. 062.11 (2—22—43).] (C 1, Mar. 6, 1043.) 

410. Camera repair. 

******* 

■ d. Rescinded. 

[A. G. 062.11 (2-22-43).] (C 1, Mar. 6, 1943.) 

By order of the Secretary of War : 

G. C. MARSHALL, 

Official: Chief of Staff. 

J. A. ULIO, 

Major General , 

The Adjutant General. 
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1. Definition. — Photography is an accurate means of recording 
information of terrain, individuals, objects, and events. It is also a 
means of communication. It is a medium of vital importance to the 
commander in obtaining information of a strategical, tactical, or 
technical nature. 

2. Purpose and scope. — This manual serves as a reference to 
basic photographic principles and to the technique of military pho- 
tography. It includes elementary photography, chemistry, sensitized 
materials, optics, filters, photographic sensitometry, ground camera 
photography, negative making, printing, copying, lantern slides, color 
photography, and laboratory operations. 

3. References. — a. Army Regulations. — Instructions relating to 
the responsibility for obtaining, handling, storing, and distributing 
photographs are contained in AR 95-6, 105-255, 105-260, 300-15, 
600-700, and 850-65. 

i. Field Manuals. — Matters pertaining to photography are con- 
tained in FM 1-35, 30-20, and 30-21. 

c. Technical Manual. — Operation and methods incident to the mak- 
ing of aerial photographs and aerial photographic products and their 
application to various purposes are described in TM 1-220. 

d. Technical Orders . — Information and instruction relative to spe- 
cific items of Air Corps photographic equipment are set forth in 
Air Corps Technical Orders. A complete list of Technical Orders 
giving detailed directions for the operation and maintenance of all 
standard items of Air Corps photographic equipment is contained 
in Air Corps Technical Order 00—1. 

e. Air Corps Circulars. — Air Corps Circulars of the 95 series con- 
tain additional instructions pertaining to Air Corps photography. 

4. Photographic units. — Tables of Organization provide photo- 
graphic units for many types of Air Corps organizations. Whereas 
some units are independent organizations and others are sections of 
Air Corps tactical or base organizations, all require the services of 
specially trained technicians. 
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5. Responsibility f or photographs. — a. Aerial . — The Air Corps 
is charged with the responsibility of performing all photographic 
and cinematographic work from aircraft. To this type of photog- 
raphy is applied the general term “aerial photography.” 

b. Ground . — At stations where Air Corps troops predominate, the 
Air Corps is responsible for performing the essential ground camera 
photography that is normally done for the War Department by the 
Signal Corps. 

c. Procurement . — Responsibility for procurement of photographs 
is a function of command. 

d. Execution of missions . — Each commander having photographic 
equipment under his control is responsible for the prompt execution 
of all photographic missions assigned to his unit. 

e. Photo officer . — A specially trained technician known as a photo 
officer is a member of the special staff of the commander of each unit 
having photographic responsibilities. The photo officer acts as an 
adviser to the commander on all technical and tactical applications of 
photography. He is charged with the technical proficiency of the 
photographic laboratory and with the technical training of the per- 
sonnel detailed to photographic duties. 
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Section I 
GENERAL 

Paragraph 



Use of equipment 6 

Attainment of quality 7 



6. Use of equipment. — Photographic equipment will be used only 
by personnel trained in its operation. 

7. Attainment of quality. — The finished photograph is the result 
of many successive operations. The quality of the final product de- 
pends upon the satisfactory completion of each of these successive 
steps. At all times, the progressive photographer must be the severest 
critic of his own work. Every negative and print made will be 
studied in order that the experience gained will result in further 
improvement. 

Section II 

CAMERA OPERATION AND LABORATORY TECHNIQUE 

Paragraph 



General 8 

Principle of the camera 9 

Laboratory processing 10 



8. General. — The making of any photograph involves camera op- 
eration, and laboratory work called “processing.” 

9. Principle of the camera. — The camera is a lighttight chamber 
having at one end a lens and at the other a place to insert a holder 
containing a film coated with a light-sensitive emulsion (fig. 1). 
This emulsion consists of a gelatin base in which are incorporated 
minute grains of a silver halide. The camera is focused on the 
object to be photographed; the holder, which has been previously 
loaded in a darkroom with the light-sensitive material, is inserted 
and the protective slide withdrawn. The shutter of the camera is 
then opened, allowing the rays of light reflected from the subject to 

pass through the lens, which forms the rays into an image of the 

j 
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subject. This image is projected or impressed upon the film for a 
period of time called the “exposure time” and the shutter of the 
camera is then closed. A camera shutter is usually automatic, open- 
ing when pressure is applied to the actuating lever and closing auto- 
matically at the expiration of the time for which it is set. The 
exposure time is usually a fraction of a second. 




Fiqdbb 1 . — The camera. 



10. Laboratory processing. — The image registered by the ex- 
posure of the emulsion is invisible, or latent, and must be made visible 
by development so that it can be seen and used. The film must be 
developed in a darkened laboratory. During development, the ex- 
posed crystals of silver halide composing the latent image are changed 
into metallic silver grains which form the visible image. This image, 
however, is negative ; that is, it is reversed as to light and dark so that 
whatever is light in the subject appears dark or dense in the negative. 
Upon completion of the negative, the next step in the process is the 
production of the positive image in which the light and dark areas 
correspond to those of the subject. This positive image is the photo- 
graph (fig. 2(5)). The process of making positive photographs on 
paper is called printing and is accomplished on a printing machine. 
A laboratory, which is illuminated with light to which the paper is 
not sensitive, is used for the purpose. The negative and sensitized 
paper are placed in correct relation to each other in the machine. 
When the machine is operated, white light is transmitted through the 
negative, registering a latent image within the emulsion of the paper. 
The exposed sheet of paper is then developed by a process similar to 
that used to develop the negative. 
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© Negative. © Positive. 

Figcke 2. — Negative and positive linages. 

Section III 



ESSENTIALS IN MAKING A PHOTOGRAPH 

Paragraph 



General 11 

Light 12 

Subject 13 

Lens and shutter 14 

Camera 15 

Emulsion 16 



11. General. — In order to produce a photograph on paper there 
must be light, subject, lens and shutter, camera, photographic emul- 
sions, and photographic chemicals. 

12. Light. — Light is a form of radiant energy and travels in 
straight lines. This is seldom noticeable in daylight, but if light en- 
ters a darkened room through a small opening it will travel in a 
straight beam. This is evidenced by dust particles in the air which 
reflect light, making it visible. It is this property or reflection of 
light which makes photography possible since all parts of an object 
will reflect light in all directions. The number of rays reflected 
depends upon the reflective power of the object. 
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13. Subject. — Light illuminating a subject is reflected in varying 
intensities from different areas of the subject. An area of the sub- 
ject from which an intense light is reflected is called a “highlight,” 
and one which reflects light of very low intensity is called “shadow.” 
Those areas reflecting intermediate intensities are known as 
“halftones.” Light which is not absorbed is reflected, the reflection 
varying in intensity according to its original intensity and amount of 
absorption within the subject. It is the function of photography 
to record these many and varied light intensities of the subject. The 
photographic recordings also vary according to the colors of the 
objects composing the subject and the sensitivity of the film to those 
particular colors. From almost every point of the subject, innumer- 
able rays of light are reflected. These innumerable rays of light 
in passing through the camera lens are refracted in such a manner that 
an image of the subject is formed and projected upon the film. 

14. Lens and shutter. — a. A photographic lens is a circular glass 
or combination of glasses which is so ground that it will project an 
image. ' The lens is used in the front part of the camera. 

b. A shutter is a mechanical device that regulates the length of 
time that light passes through the lens. An iris diaphragm is gener- 
ally incorporated in the shutter to regulate the amount of light passing 
through the lens. 

15. Camera. — Essentially, a camera is a lighttight chamber. Its 
purpose is to exclude all light that does not pass through the lens. . 

16. Emulsion. — a. The function of photographic emulsion is to 
retain the image registered by the action of light. A light-sensitive 
emulsion is composed of gelatin coating throughout which are dis- 
tributed minute crystals of a silver halide. 

b. It is not definitely known exactly, what change takes place in a 
photographic emulsion when it is exposed to light. However, it is 
known that the exposed silver halide crystals are altered in some man- 
ner which makes them developable. 

(1) The generally accepted theory to explain the effect of light on 
a silver halide crystal is that during the process of ripening one or more 
silver sulfide specks are formed on each silver halide crystal. These 
specks are formed by silver combining with the sulfur which is present 
in certain organic compounds which are found in some types of gela- 
tin. It is thought that this sulfide speck causes strains in the structure 
of the silver halide crystal. These strains are such that when light 
strikes the crystal the speck will concentrate the effects of the light so 
that a developable nucleus is formed. 
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(2) The number of silver halide grains affected by an exposure 
depends upon the sensitivity of the grains, the intensity of the light 
striking the emulsion, and the length of time the light is allowed to 
strike the emulsion. 

c. Theory of development . — It has been explained that the effects of 
light on a silver halide crystal are concentrated in one portion of the 
crystal to form a developable nucleus. During development the silver 
is separated from the exposed crystal. This silver is metallic and is in 
the form of extremely minute particles. When the developing solu- 
tion surrounding the crystal becomes saturated, the silver begins to 
deposit on the nucleus of the grain. As development continues, more 
silver is released from the crystal. This silver first goes into solution 
and then deposits on the nucleus. This continues until finally a grain 
of silver of minute size is formed. During development this same 
change occurs in all the other exposed silver halide crystals which form 
the latent image. Thus the latent image is changed to a metallic 
silver image. Since there is no developable nucleus in the unexposed 
silver halide crystals, the unexposed crystals are not affected by the 
developer. 

Section IV 
PROCESSING 

Paragraph 



Development of emulsion 17 

Fixation 18 

Washing IB 

Identification of photographs 20 



17. Development of emulsion. — The purpose of development is 
to make the latent image visible. An exposed emulsion bearing a 
latent image has the same appearance before development as one 
which has not been exposed. This development is accomplished 
in a darkroom. As has been explained, the developer will change the 
silver halide grains which have been rendered developable by the ac- 
tion of the light into grains of metallic silver (fig. 3). When all the 
developable grains have been changed to metallic silver, development 
is complete. The time necessary to develop an emulsion varies widely 
with different types of emulsions and different developing solutions. 
The time of development is usually not less than 1 minute or more than 
30 minutes- At the completion of development, the negative is rinsed 
»nd then placed in a fixing bath. 

18. Fixation. — a. Fixation dissolves unexposed silver halide, 
thereby permitting its removal by washing in water. If an emulsion 
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is not fully fixed, some silver halide will not be dissolved and therefore 
cannot be removed in washing. Silver halide remaining in an emul- 
sion will be affected by light and upon prolonged exposure will become 
discolored. This discoloration or darkening may be so great as 
to obliterate completely the image. 
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b. The principal ingredient of the fixing bath is sodium thiosulfate, 
commonly called “hypo.” This chemical changes the halide into silver 
sodium thiosulfate which is soluble and is removed from the film in 
the plain water washing that follows the fixing bath. Ordinarily, 
complete fixation is concluded when the film has remained in the fixing 
bath twice the length of time that it has taken for the milky appearing 
silver halide, unaffected during exposure, to disappear and the nega- 
tive to become transparent. The metallic silver image ordinarily is 
not affected by the fixing solution. However, if fixation is prolonged 
or the solution is at a temperature higher than that at which it should 
be used, the metallic image will begin to bleach. 

19. Washing. — When the film has been completely fixed, the nega- 
tive is thoroughly washed in water for not less than 20 minutes to 
remove the thiosulfate of silver and all chemicals of the fixing bath 
from the emulsion. The negative is then dried and is ready for use. 

20. Identification of photographs. — The identification of a 
photograph is a responsibility of the cameraman. At the time of 
processing he must furnish the laboratory technician with the title 
and data that must be affixed to the negative or print. All 
photographic personnel must realize that a poorly or an improperly 
identified photograph is generally valueless and may, in the case of 
improper identification, be harmful in the proper execution of the 
mission. 
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Chapter 3 
CHEMISTRY 

Paragraphs 
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II. Elementary 23-24 
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VIII. Toning 6&-70 
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Section I 
GENERAL 

Paragraph 



General 21 

Importance of uniform solutions 22 



21. General. — The greater portion of a photographer’s work con- 
sists of processing sensitized emulsions. This involves the use of 
chemical solutions. In order that these solutions may be used intel- 
ligently, a few principles of chemistry are reviewed and the nature 
of photographic emulsions described. The functions and application 
of developing solutions and fixing baths, and information regarding 
the proper temperatures of solutions, the washing of negatives and 
prints, and the reduction and intensification of negatives are 
discussed. 

22. Importance of uniform solutions. — Military photographs 
of high quality can best be secured when all the solutions used in 
processing are mixed properly and of uniform strength. When 
the factors or processing remain constant, the photographer is 
enabled to control the variables of exposure to a much greater degree. 
It is therefore essential that each laboratory technician mix 
solutions exactly as stated in the formulas, and employ them in 
the manner and at the temperature specified. The advantages of 
uniform developing solutions are as follows : 

a. Facilitate judging of negatives as to exposure and contrast and 
also for the selection of printing papers. 

b. Aid the printer in judging prints for exposure, contrast, den- 
sity, and color or tone. The judging of color is especially important 
as the printer can depend on the color being correct only when the 
developing solution used is of uniform quality. 

12 



Digitized by Google 



Original from 

UNIVERSITY OF CALIFORNIA 




BASIC PHOTOGRAPHY 



TM 1-219 

22-24 



c. Insure that images will be permanent, not bleached, that the 
hardening action will be adequate, and that there will be an absence 
of stains and spots caused by the continuation of development after 
immersion in the fixing bath. 

d. Lend confidence to and assist the photographer in the processes 
of toning, reduction, and intensification. 

Section II 
ELEMENTARY 

Paragraph 

Classification 23 

Altering compounds 24 

23. Classification. — Chemicals in general are classed as elements 
or compounds. 

a. Elements . — An element may be defined as the simplest form of 
matter. Carbon is the most common element and is familiar to 
everyone. Other well-known elements are oxygen, iron, silver, gold, 
sulfur, hydrogen, mercury, bromine, chlorine, iodine, potassium, and 
sodium. 

b. Compounds. — There are approximately 90 elements and they 
combine in definite proportions to form great numbers of substances 
of fixed composition which are termed “compounds.” When mat- 
ter is not found in definite proportions, the combination is termed 
a “mixture.” A compound may contain only two or it may contain 
several elements. If two parts of hydrogen are combined with one 
part of oxygen, the resultant compound is water designated by the 
chemical symbol H 2 0. An example of a compound containing more 
than two elements is sodium carbonate, which is used frequently as 
an accelerator in photographic developers. From its chemical sym- 
bol Na 2 CO s , it is seen that sodium carbonate is a compound contain- 
ing two molecules of sodium, one molecule of carbon, and three of 
oxygen. 

24. Altering compounds. — The nature of compounds may be 
changed by means of certain agents, such as light, heat, or electricity, 
and by the addition of other elements or other compounds. That 
is, one or more of the elements which form the compound may be 
released. The released elements may be collected separately or they 
may combine and form entirely different compounds. The solutions 
used in photographic work are merely correct combinations of the 
proper chemicals which will cause desired chemical changes in pho- 
tographic emulsions. For this reason, before taking up photographic 
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formulas and the functions of the different chemicals, photographic 
emulsions must be considered. 

Section III 
EMULSIONS 



Paragraph 

Gelatin 25 

Types of silver Ralts used - 26 

Making a bromide emulsion 27 

Sliver grains _ 28 



25. Gelatin. — a. Gelatin is used to hold the silver halide of photo- 
graphic emulsions in suspension. While collodion and albumin were 
formerly used in emulsions to support the silver halide, gelatin 
proved so far superior to these substances that it has been almost 
universally adopted and practically all photographic emulsions now 
contain gelatin. 

b. Gelatin is a byproduct of packing plants, being obtained prin- 
cipally from the hides, bones, and hoofs of animals. Commercially 
it comes in the form of a powder, flakes, or in shreds. It is a pe- 
culiar substance, dissolving readily in warm or hot water but refus- 
ing to dissolve in cold water. If placed in cold water, it forms a 
jellylike mass, the water apparently being absorbed by or dissolving 
into the gelatin. If dissolved in warm water, it forms a thin liquid. 
When this solution cools, it will form intQ jelly even if the percent- 
age of gelatin which it contains is as little as 1 percent. If the 
jellied gelatin is heated it will liquefy; if cooled, it will set again. 
This process may be repeated many times, although with continued 
repetition the gelatin will lose some of its setting qualities. 

o. To make a piece of photographic paper, a film, or plate, lique- 
fied gelatin containing silver halide crystals is spread on a proper base. 
This coating is, at first, quite thick but will soon dry down to a rather 
thin hard layer. Evenly dispersed throughout the layer of emulsion 
are innumerable silver halide crystals. The hardness of the gelatin 
in different emulsions varies. This is because some gelatin is natu- 
rally harder than others and because the hardness of gelatin is some- 
times increased by the addition of chrome alum. 

26. Types of silver salts used. — The photo-sensitive compounds 
found in all emulsions are called silver halides, which are compounds 
of silver with bromine, chlorine, or iodine. These silver halides are 
formed by combining silver nitrate with potassium bromide, sodium 
chloride, and potassium iodide, respectively. Silver iodide is the 
least susceptible to the action of light and silver bromide is the most 
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susceptible. However, when silver iodide and silver bromide are 
combined, they form a much faster emulsion (more susceptible to 
the action of light) than when silver bromide alone is used. Emul- 
sions are often referred to according to the type of silver compound 
they contain, such as chloride, bromide, chloro-bromide, or bromo- 
chloride emulsions. 

a . Chloride . — Chloride emulsions are found only on contact print- 
ing papers. They usually contain a small amount of silver bromide 
and often contain a trace of silver iodide. Silver chloride 
is more readily reduced than silver bromide, which accounts for the 
fact that the developing time for bromide paper is usually about 
twice that for chloride paper. 

b. Brorrdde. — All plates, film, fast projection papers, and most 
lantern slides are coated with emulsions containing silver bromide. 
These emulsions usually contain some silver iodide. Bromide emul- 
sions are much more sensitive to light than chloride emulsions, some- 
times being as much as 1,000 times faster. 

c. Chloro-bromide or bromo-chloride . — These two terms are synony- 
mous. This emulsion is used on slow lantern slide plates and on 
bromo-chloride printing paper. This paper can be used (with a 
weak printing light) for contact printing but is fast enough for 
projection printing. There is a great variation in speed of the 
different brands, but a bromo-chloride emulsion may be considered 
several times faster than a chloride emulsion and several times slower 
than the average bromide emulsion. The developing time is longer 
than that for chloride papers and less than that of bromide paper. 

d. Silver iodide . — There is no emulsion in which silver iodide pre- 
dominates although there is usually some of this chemical present 
in all bromide emulsions and a small amount in chloride emulsions. 
Some of the effects of adding silver iodide to emulsions are : first, it 
is possible to make a faster emulsion by combining silver iodide with 
silver bromide ; second, it increases the contrast ; and third, it decreases 
the tendency of emulsions to chemical fog. When silver iodide is 
added to a bromide emulsion the sensitivity of the emulsion to the 
green region of the spectrum is increased. 

27. Making a bromide emulsion. — a. To make a bromide emul- 
sion, part of the gelatin to be used is made into a jelly by the addi- 
tion of cold water. This jelly is liquefied by heating, and potassium 
bromide, which has previously been dissolved in cold water, is added. 
A predetermined amount of silver nitrate is then added to the solu- 
tion in the absence of light. 
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b. When potassium bromide and silver nitrate are combined in 
the gelatin, silver bromide and potassium nitrate are formed. Silver 
bromide is practically insoluble in water while potassium nitrate is 
soluble. 

c. After all the ingredients have been added the emulsion may be 
allowed to jellify. It is then shredded and washed to eliminate the 
potassium nitrate. In other processes the emulsion is ripened before 
it is shredded and washed. 

d. There are three methods of ripening (or digesting) emulsions. 
The simplest is to let the emulsion stand for about 24 hours. A 
second method is to keep the solution at near boiling temperature for 
several hours, and a third method is to treat the emulsion with 
ammonia. When an emulsion is ripened before it is washed the 
ripening process is inclined to increase the size of the silver halide 
crystals as well as the tendency of the emulsions to produce chemical 
fog. However, since the speed of emulsions can be increased greatly 
by ripening, it is considered that the value of increase in speed of the 
emulsion outweighs the detrimental effects of the increase in size of 
the silver halide crystals and the tendency of the emulsion to produce 
chemical fog. 

e. After the emulsion has been ripened, the part of the gelatin that 
has been withheld is added to the solution. At this point potassium 
chrome alum may also be added to regulate the hardness of the 
gelatin. If it is to be used for orthochromatic or panchromatic 
films, the sensitizing dye is incorporated in the emulsion at this stage. 
The emulsion is now ready to coat on paper, cellulosic film base, or 
glass, depending upon whether printing paper, film, or plate is being 
made. 

/. When first coated, the emulsion is quite thick but when dry, it 
contracts to a hard, smooth layer, thinner than an ordinary piece of 
paper. 

28. Silver grains. — a. To appreciate the true effect of light and 
photographic chemicals on photographic emulsions, the individual 
silver halide crystals must be considered. Although a photographic 
emulsion is very thin, these crystals are so minute that they lie scat- 
tered and apart throughout the emulsion. As a rule in slow emul- 
sions, the crystals are smaller than those in fast emulsions because 
the faster emulsions are more completely ripened than the slower 
ones; the ripening process tending to increase the size of the silver 
halide crystals. In the same emulsion, there is a wide variation in 
the size of the crystals (fig. 4) . In every emulsion, there are many 
grains of ultra microscopic size but in an ordinary film emulsion, 
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those that can be seen through a microscope will average from 
^ioooo to yisooo °f an inch in diameter. It has been estimated 
that in a 1-inch square section of an average film emulsion there may 
be 40 billion silver halide crystals. With such an enormous number, 
in spite of their minute diameter, they must lie many layers deep in 
the emulsion. 




Figure 4. — Photomicrograph — silver bromide crystals. 

b. There is not only a wide variation of the size of the silver halide 
crystals in an emulsion but they also vary as to shape and opacity. 
Their shapes are round, oval, triangular, rodlike, and irregular. 
Most of them are semitransparent but some scattered few are almost 
opaque. Although neither the shape nor the transparency seems to 
have any effect on their senstitivity, there are numerous crystals 
which for some unexplainable reason are much more sensitive to 
light than are the majority. 

c. The usual conception of the exposure of emulsions is that strong 
light penetrates deep into the emulsion affecting many layers of 
crystals, while the less intense light affects only the crystals which 
lie in the outer layers of the emulsion. This is relatively true, but 
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these supereensitive silver halide crystals are affected by light of 
low intensity even though they may lie in the lower layers of the 
emulsion. Therefore, in examining the shadow detail of a negative 
or the detail in the highlights of a print, it should be realized that 
at least part of this detail is formed from silver grains which lie 
deep in the emulsion. One interesting feature of silver halide crystals 
is, that if a single crystal is affected by light sufficiently to become 
developable it will be developed completely into metallic silver. 

Section IV 

DEVELOPERS AND THEORY OF DEVELOPMENT 
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29. Ingredients of developing solutions. — a. The ingredients 
which compose a developing solution may be classified according to 
their individual functions as follows: 

(1) Developing agent or agents. 

(2) Keeper. 

(3) Preservative. 

(4) Accelerator. 

(5) Restrainer. 

b. The most important chemical in any developing solution is the 
developing agent or as it is often called, the reducer or reducing 
agent which actually changes the exposed silver halide crystals to 
metallic silver grains. Practically all developers are either neutral 
or only slightly acid. If one of these developers were dissolved in 
water and an attempt made to develop an exposed emulsion in 
this solution, there would be little or no reduction of the diver 
halide crystals because the reducer is not active while in an acid or 
a neutral state. Therefore, with the exception of one developing 
agent known as diaminophenol hydrochloride, it is customary to add 
an alkali to all developing solutions. A developing solution con- 
taining only a reducing agent and an alkali would not only develop 
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too rapidly but would be inclined to reduce some of the unexposed 
silver as well as the exposed. This would cause chemical fog 
throughout the emulsion and completely spoil the image. 

o. To keep the developer from reducing the unexposed silver and 
to prevent the chemical action from proceeding too rapidly, a re- 
straining chemical, usually potassium bromide, is added to the solu- 
tion. The solution would now develop an emulsion in a fairly 
satisfactory manner but would still oxidize too rapidly, probably 
cause stains, and would rapidly lose its strength. To overcome these 
difficulties, another chemical which has an affinity for oxygen is 
placed in the solution. Sodium sulfite in a developing solution will 
retard the oxidation of the developing agent. It combines with an 
oxidized developing agent to form mono-sulfonates and di-sulfonates. 
These chemical compounds formed are usually colorless. Since they 
are colorless it should be realized that while an exhausted developing 
solution is usually yellow or brown it is possible to have a badly 
exhausted solution which is quite clear. If the above chemicals were 
added in proper amounts to a quantity of water, they would form a 
satisfactory developer, providing it were used immediately. The 
chemical used for this is almost invariably sodium sulfite. How- 
ever, it is far more practical and convenient to mix developers in 
advance so that they can be used whenever desired. Some develop- 
ing agents in solution will not keep unless they are in an acid state. 
To keep the developer in condition until it is used, a small amount 
of acid or chemical containing an acid is often included as one of the 
ingredients of the developing solution. 

30. Developing agents or reducers. — While there are many 
chemicals that are capable of reducing exposed silver salts to metallic 
silver, most of them cannot be used because they are inclined to re- 
duce the unexposed as well as the exposed silver salt. There are 
only a few developing agents in common use although there are many 
sold under various trade names which are the same or only slight 
modifications of these standard few. Although any one of these 
developing agents will develop an exposed photographic emulsion, 
they have different characteristics and produce different effects. 
Monomethyl para-aminophenol sulfate (more commonly called metol), 
hydroquinone, and pyrogallio acid (trioxybenzene) are the three 
most used developing agents. With amidol and para-aminophenol, 
the list of developing agents used in the Air Corps is complete. 
Some of these agents have a higher developing potential than others. 
This means that one will reduce silver under adverse conditions 
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where one of a lower potential would not work properly. Such 
conditions are encountered when using a developing solution that is 
below normal temperature or when the solution contains an excessive, 
amount of restrainer. Developing agents having a low potential 
require a stronger alkali and less restraining chemical than those 
which have a high potential. Of the commonly used developing 
agents, metol has the highest developing potential. 

a. Pyrogdttic acid ( jpyro ). — Pyro, which is used only in negative 
developers, is made from nutgalls which are obtained from the 
Orient. It is generally used in combination with metol, but may be 
used alone. When used with decreased amounts of sodium sulfite 
it produces a deeply stained image. This is considered desirable 
by many photographers, especially for developing negatives which 
have been exposed under adverse light conditions. Increasing the 
amount of sulfite will eliminate practically all this stain. One 
reason pyro is used so much for developing negatives is that when 
a small amount of accelerator is used, negatives of low contrast will 
be secured while negatives of higher contrast will result when the 
amount of accelerator is increased. Pyro used as a developing agent 
will tend to prevent the formation of aerial fog. A developing 
solution containing only pyro as a reducing agent requires little 
or no potassium bromide. Sodium carbonate is generally used 
with pyro as an accelerator, although potassium carbonate will work 
satisfactorily. 

b. Monomethyl para^anmnophenol sulfate. — This developing agent 
is derived from coal tar. Its trade names are Metol, Elon, Pictol, and 
Rhodol. For convenience monomethyl para-aminophenol sulfate is 
frequently referred to in formulas and photographic literature as 
metol and that designation will be employed in this manual. When 
metol is used, the developer must contain a relatively large amount 
of potassium bromide. Since metol works well with a mild alkali, 
either sodium carbonate or borax is generally used with it as the 
accelerator. It is little affected by slight changes in temperature, 
starts reduction quickly, but produces density slowly. Metol is com- 
monly used in the following types of developing solutions: fine- 
grain negative developers, with hydroquinone in print developers, in 
negative developers with pyro, in most motion -picture film devel- 
opers, and in some lantern slide developers. 

c. Hydrogmnone or hydrochinon. — This developing agent is de- 
rived from benzine. It requires little or no restrainer, is not active 
at a temperature lower than 55° F, and is inclined to produce fog at 
temperatures higher than 80° to 85° F. It is nonstaining, develops 
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a pure black image, and is inclined to give contrasty results. It is 
used in combination with metol in paper developers, in most devel- 
opers for positive motion-picture film, and in many lantern slide 
developers especially when contrasty slides are desired. In the last 
two developers, it is often the only devoloping agent used. 

d. Diamirvophenol hydrochloride or amidol ( diaminophenol ) . — 
This is a developing agent which is often used in tropical developing 
solutions but can be used in developers generally. It produces a gray- 
black image and is especially suitable for use with bromide papers. 

(1) Amidol is the only developing agent with which potassium 
chrome alum can be used in the developing solution because it is 
the only agent which requires no alkali for acceleration. A solu- 
tion containing only sodium sulfite and amidol will make a satis- 
factory developer, but frequently a small amount of potassium 
bromide is included as a restrainer. 

(2) A developer containing amidol oxidizes rapidly and must be 
mixed immediately before use. It also will deteriorate rapidly in 
use. 

e. Para^aardnopheiiol or parar- ammoph&rwl hydrochloride . — This 
agent is seldom used except in tropical developers. Para-aminophenol 
hydrochloride (trade name, Kodelon) is somewhat superior to para- 
midophenol hydrochloride. A developing solution in which para- 
aminophenol is used as a developing agent requires only a small 
amount of restrainer. A negative developed in this developer will 
have a pure black image while the images of prints will be a gray- 
black color. The rapidity with which a para-aminophenol developer 
will develop an image decreases rapidly as the solution is being 
used. This can be prevented by adding, at intervals, small amounts 
of accelerator to the solution. A developer containing para-amino- 
phenol can be used at high temperatures (90° to 95° F.) without 
causing chemical fog. 

31. Accelerators. — a. The accelerator (alkali) in a developing so- 
lution energizes the reducing agent and softens the gelatin of the 
emulsion. The energy with which the developing agent reduces 
the exposed silver halides to metallic silver depends largely on the 
amount of alkali present in the solution. The softening of the gelatin 
allows the developing solution to penetrate and permeate the pores of 
the gelatin in sufficient quantities so that it can reduce the crystals of 
exposed silver halide which lie scattered throughout the emulsion. 

b. An inadequate amount of alkali in a developing solution will 
result in insufficient reaction of the developing agent and insufficient 
softening of the emulsion resulting in a weak image. 
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c. Too much alkali in a developing solution will cause excessive 
reaction of the reducing agent which will result in high contrast, an 
increase in density, stains, chemical fog, and excessive softening of 
the emulsion. 

32. Alkalies used as accelerators. — The list below shows the 
alkalies used as accelerators and the amount of the different alkalies 
that would be equivalent in strength to 1 ounce of sodium carbonate 
(anhydrous). The amount of borax, sodium metaborate, and para- 
formaldehyde is not given because it is impractical to substitute one 
of these chemicals for the other alkalies listed. Although the relative 
strengths of these different alkalies are as accurate as possible, it must 
be understood that a strong alkali will not give exactly the same 
results as a weak alkali even if allowance is made for difference in 
strength. It is customary and practical to substitute one form of 
sodium carbonate for another, such as crystal for anhydrous, and 
to substitute sodium carbonate for potassium carbonate, and vice 
versa. 



Sodium carbonate (anhydrous) 1.00 

Sodium carbonate (monohydrated) 1.17 

Sodium carbonate (crystals) 2. 69 

Sodium hydroxide . 75 

Potassium hydroxide 1.05 

Potassium carbonate (anhydrous) 1.30 

Potassium carbonate (monohydrated) 1.63 

Borax 

Sodium metaborate 



Paraformaldehyde (trioxymethylene) 

a. Sodium carbonate . — This alkali is generally used as an accelera- 
tor when pyro is used as a developing agent. It is also used in most 
metol-hydroquinone developers and sometimes in fine grain and even 
process developers. As a rule, a milder alkali is used in fine-grain 
developers and a stronger alkali than sodium carbonate is used in 
process developers. 

b. Sodium hydroxide and potassium hydroxide . — These alkalies 
are used in process developers when extreme contrast is desired. 
Sodium hydroxide is used more commonly than potassium hydroxide. 
Both these chemicals are poisonous and highly caustic. They are 
usually procured in the form of sticks. When a white encrustation 
of sodium bicarbonate forms on the sticks it must be scraped away 
as the encrustation must not be used. "When scraping or breaking 
the sticks, the eyes should be protected by goggles. 
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c. Potassium carbonate. — Potassium carbonate may be used as an 
accelerator in any formula which specifies sodium carbonate. It is 
not so uniform in strength as sodium carbonate and is slightly more 
expensive. For these reasons, it is seldom used as an accelerator. 

d. Borax. — Borax is the mildest alkali in common use in developers 
and is used only in negative developers. It is especially desirable 
in fine-grain developers where excessive softening of the emulsion 
must be avoided. Although a weak alkali, it can be used in very 
small amounts as an accelerator because it is in the class known as 
buffer alkalies. This means that only a small portion of the alkali 
is released at any one time. However, as these small portions are 
used up, more is released until the reservoir of supply is exhausted. 
For this reason, developers using borax as an accelerator have the 
faculty of being able to develop a quantity of emulsions before 
showing noticeable signs of exhaustion. Ordinarily, it is impossible 
to dissolve sufficient borax in a solution to take the place of a 
stronger alkali. 

e. Sodium metaborate . — This alkali (trade name, Kodalk) is simi- 
lar in its reaction to borax, and while a stronger alkali than borax, 
it is not so strong as sodium carbonate. It is used only in developers 
for negatives and it is claimed that its use minimizes the danger of 
chemical fog and eliminates any possibility of the formation of gas 
bells. Sodium metoborate or Kodalk should be used only in formulas 
in which it is specified. 

/. Paraformaldehyde (trioxymethylene) . — This alkali is a solid 
which contains 30 percent formaldehyde. It is used only in process 
developers where the most extreme contrast is necessary. A devel- 
oper containing paraformaldehyde must be used at an exact tem- 
perature and will even then exhaust rapidly. However, when prop- 
erly used, it gives superior results. When in a developing solution, 
the paraformaldehyde combines with the sodium sulfite to form 
sodium hydroxide which then acts as an accelerator. 

33. Restrainers. — Potassium bromide, potassium iodide, and so- 
dium chloride are the three chemicals which are generally used as 
restrainers in developers. Of these three chemicals potassium bro- 
mide is the most used. Some reducing agents require more restrainer 
than others and while there are a few developing solutions used 
which do not include a restrainer, most developers will not function 
properly unless one is included as an ingredient. 

a. Ordinarily a developer without a restrainer will act as follows: 

(1) Development will be rapid and inclined to develop an image 
formed near the surface of the emulsion. 
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(2) Some of the unexposed as well as the exposed silver halides 
will be reduced- This will show as chemical fog. 

(3) The developed image will be lacking in contrast. 

(4) The emulsion, especially a print emulsion, may show slight 
yellow stains. 

(5) The tone or color of a print will be a bluish black. 

b. When potassium bromide is added to the developing solution, 
it is difficult for the developing agent to reduce the exposed 
silver halides and even more difficult to reduce the crystals which 
are not exposed. After the potassium bromide has been added, the 
solution will act as follows : 

(1) Development will be slower, especially in the less exposed 
areas. 

(2) Chemical fog will be diminished. 

(3) The contrast will be increased because of the greater re- 
straining action in the less exposed areas. 

(4) The probability of stains will be decreased. 

(5) The image of a print will be composed of greenish-black 
silver although prolonged development will cause the silver to be- 
come more nearly black. 

c. Potassium iodide has a much greater restraining action than 
potassium bromide. It is seldom found in formulas for developers 
but it is most effective for eliminating chemical fog and abrasion 
marks in photographic printing papers. Increased amounts of 
potassium bromide will eliminate a reasonable amount of chemical 
fog in paper; however, the prints will have a greenish tone, whereas 
potassium iodide will render bluish-black tones. Sometimes the use 
of a combination of the two will result in prints pure black in color. 
As the restraining action of potassium iodide is so pronounced, care 
must be exercised that an excessive amount is not added to the 
developer. Its use also necessitates prolonged fixation since silver 
iodide which forms in the emulsion fixes much slower than silver 
bromide. Prints developed in a developer containing potassium 
iodide will stain when inspected in a strong light unless they have 
been fixed for about 2 minutes. 

d. Sodium chloride is seldom found in formulas for developers, 
but like iodide, is sometimes used in developers for defective emul- 
sions. It is desirable as an extra restrainer in print developers in 
that it causes little change in the color of the print. 

34. Keepers. — A solution composed only of a developing agent 
and water will deteriorate in a length of time varying according to 
the kind of agent. This deterioration consists of oxidation, which in 
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this case is an absorption of oxygen from the air and from the 
water, and this oxidizing action eventually makes the solution unfit 
for developing purposes. Developing agents will not oxidize in an 
acid condition, so a slightly acid chemical is added to the solution. 
Such a chemical is called a “keeper.” Sodium bisulfite is one of the 
most common chemicals which perform this action. The three acidi- 
fied sulfites, sodium metabisulfite, also called pyrosulfite, potassium 
metabisulfite, and sodium bisulfite are the chemicals usually used as 
keepers in developers. Citric acid and oxalic acid are also used as 
keepers. 

35. Preservatives. — The difference between a preservative and a 
keeper is that a keeper prevents oxidation of the solution until it 
is used, while the preservative prevents excessive oxidation while 
it is being used. In one-solution developers, the preservative also 
acts as a keeper. 

a. Sodium sulfite is the chemical most commonly used as a preserv- 
ative. In fact there are seldom any chemicals other than sodium 
sulfite and sodium bisulfite used as preservatives. 

b. By regulating the rate of oxidation of the developing agent, 
the sulfite not only preserves the developer, but regulates the color 
of the image and prevents stains and fog. Another characteristic 
of the preservative is that it prevents excessive softening of the 
emulsion when it is in high concentration in a developing solution. 
The action of the preservative in a developer is opposite to that of 
the accelerator. 

c. When in use in a developing solution, sodium sulfite absorbs 
oxygen and forms sulfonates. This change also occurs in weak solu- 
tions of sodium sulfite and of the anhydrous form upon prolonged 
exposure to the air. To prevent this, sodium sulfite should be mixed 
in concentrated solution and should not be procured in large 
containers. 

36. Exhaustion of developing solution. — As a rule, when a de- 
veloping solution is exhausted it becomes discolored, gradually turn- 
ing yellow, brown, or milky. The degree of exhaustion is indicated 
by the amount of discoloration. The formation of bubbles on the 
surface of the solution also indicates exhaustion. 

a. When development is done by inspection, a noticeable increase 
over the normal time of the appearance of the image is proof of 
exhaustion. When the time and temperature method is used for 
developing, an exhausted developer will cause weak images. 

b. It is impossible to state precisely the number of negatives a de- 
veloping solution will develop as it is dependent upon many factors, 
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among which are the dilution of the solution, the amount of exposed 
silver in each emulsion, and how long a time the developer is subject 
to oxidation. 

37. Summary. — From the above explanation of the functioning 
of developing solutions and the part each ingredient serves in the 
functioning of the combined solution, it is evident that a photo- 
graphic developer must be an accurately balanced solution. An in- 
crease in the amount of one ingredient necessitates an increase in 
the amount of another ingredient or a decrease in the amount of yet 
another to preserve the balance of the solution. It should be further 
noted that the dilution of a developing solution has a marked effect 
on the manner in which it works. Negatives and prints of high 
quality can be made only when developed in a solution compounded 
from a formula which has been found suitable for the type of 
emulsion. This formula should be used as long as it proves satis- 
factory as it is poor practice to change from one formula to another. 
There are times, however, when variations in . the manufacture of 
an emulsion, differences in water, or climatic changes will necessitate 
the modification of the formula or a change to an entirely different 
formula. These modifications and changes should be avoided as 
much as possible. 
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38. Functions of fixing baths. — a. The three functions of fixing 
baths are to— 

(1) Stop development. 

(2) Make the image permanent by removing unexposed silver 
halide. 

(3) Harden the gelatin in the emulsion. 

b. The acid in a fixing bath accomplishes the first function, the 
second is effected by means of a chemical (called the silver solvent) 
which is capable of removing the unexposed silver halide of the 
emulsion, and an emulsion hardener or toughener performs the third 
function. 

39. Chemicals used in fixing baths. — The following chemicals 
are used to perform the above functions: 

a. Silver solvents. — Sodium thiosulfate and ammonium chloride. 

b. Emulsion hardeners ( tougheners ). — Potassium alum (white), 
(potassium aluminum sulfate), potassium chrome alum (potassium 
chromium sulfate), and formalin (40 percent solution formaldehyde). 

c. Acids. — Acetic acid, sulfuric acid, boric acid, and acidified sulfite 
(sodium bisulfite). 

d. Preservatives . — Sodium sulfite and acidified sulfite. 

40. Stopping development in fixing baths. — a. Most of the ex- 
posed silver halide in an emulsion is changed into metallic silver 
during development. When a film is removed from a developing 
solution, the developer within the emulsion and on its surface will 
continue developing the remaining exposed silver halide. An emul- 
sion is always rinsed after it is removed from the developing solu- 
tion and before it is placed in the fixing bath. This removes the 
surface developer and a considerable portion of that which lies deep 
in the pores of the emulsion which to a great extent stops develop- 
ment. However, unless an acid rinse bath is used, there is still 
enough developing solution remaining in the deeper pores of the 
emulsion that development of the remaining exposed silver halide 
will continue. This continuation of development shows in the form 
of irregular areas of added density. 

b. The acid in a fixing bath will immediately neutralize the alkali 
of the developer which is retained in the emulsion when it is placed 
in the fixing solution. As a developer will not oxidize in an acid 
state, there can be no continuation of development. By preventing 
oxidation of the developer, the acid will also assist in preventing 
oxidation stains in the emulsion. 

41. Making tbe image permanent. — a. Ordinarily when an 
emulsion is exposed, there is a considerable portion of the silver halide 
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unexposed. The amount of unexposed silver halide in an exposed 
emulsion depends upon the nature of the subject and the amount of 
exposure. In many instances, the number exposed is less than half 
of the total crystals in the emulsion. Besides these unexposed silver 
halide crystals, there is usually a considerable portion of the exposed 
silver halide in a developed emulsion which has not been reduced 
to metallic silver by the developer. 

b. This surplus silver halide eventually will become discolored by 
exposure to light and the quality of the photograph will deteriorate. 
Therefore, before any photographic image can be considered perma- 
nent, all of the unused silver halide and exposed silver halide must 
be removed from the emulsion. 

c. Silver halides whether exposed or unexposed are insoluble in 
water. Before they can be washed from an emulsion, they must be j 
treated with some chemical which will form a soluble compound of 
silver. The chemical generally used to create this change is sodium 
thiosulfate which changes the undeveloped silver salts to complex 
silver salts of silver sodium thiosulfate, which are soluble. 

42. Hardening of emulsion. — a. In the process of development, 
the gelatin of the emulsion becomes softened by the action of the 
alkali in the developing solution. As soon as development is com- 
pleted, it is essential that the emulsion is hardened sufficiently so 
that it can be fixed, washed, and dried without damage to the emul- 
sion. Without hardening, the emulsion is subject to abrasions, 
scratches, blisters, frills, reticulation, or even complete melting of 
the emulsion. Reticulation is the wrinkling of the surface of an 
emulsion into a network. 

b. This hardening of the emulsion can be secured by placing it 
either before or after development in a solution which is capable of 
hardening (or tanning) the gelatin. These solutions are called sup- 
plementary hardening baths and the chemical used to harden the 
gelatin is usually alum. 

c. It is more customary to combine hardening with fixation. 
Therefore, most fixing baths include some form of alum as a harden- 
ing agent. 

43. Preservative in a fixing bath. — a. When an acid is added 
to a solution of sodium thiosulfate, the acid will decompose the 
sodium thiosulfate and the solution will liberate sulfite and sulfur. 
When sodium sulfite is added to the solution, the decomposition will 
continue but the acid will combine with the sulfite and form new hypo. 
When too much acid or insufficient sulfite is present in a fixing bath, 
this reforming of the hypo will not occur and the solution will become 
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sulfurous and unusable as will be revealed by the milky appearance 
of the bath. 

b. A second function of the preservative in a fixing bath is to pre- 
vent oxidation of the developer which is carried into the solution. 
Although the acid in a fixing bath will stop most of the oxidation of 
this developer, a slow oxidation will take place which will cause 
stains unless a preservative is included in the solution. Sodium 
sulfite (or sodium bisulfite) in a fixing bath will combine with 
oxidized developing agents to form complicated and colorless com- 
pounds (mono-sulfonates and disulfonates) and in this manner 
prevent oxidation stains. 

44. Plain fixing baths. — a. A plain fixing bath is composed of 
hypo and water. The normal strength is a 25 percent solution. A 
gallon of 25 percent solution contains about 2 pounds of hypo and 
will test 68 by hydrometer when the temperature of the solution is 
65° F. 

b. A 40 percent solution of hypo will react with silver halides 
faster than a solution of any lesser or greater strength. Solutions 
stronger than 30 percent are seldom used because when emulsions are 
fixed in strong solutions of hypo, the emulsion will blister and frill 
when placed in the wash water. This occurs more often when the 
wash water is warm. These defects can be prevented by placing the 
fixing emulsion in a weaker solution of hypo for 2 or 3 minutes before 
removing it to the wash water, but this will not prevent a second 
difficulty which is encountered when concentrated solutions of hypo 
are used. When light strikes an emulsion which is being fixed in a 
solution of hypo stronger than 30 percent, an insoluble residue of 
dichroic silver is deposited on the emulsion. 

c. Because plain fixing baths do not immediately stop development, 
they are seldom used for fixation except when an acid rinse bath is 
also used. It is necessary to use plain fixing baths in some of the 
after treatments given emulsions as when using some bleachers, re- 
ducers, and intensifiers. Plain fixing baths are used as the foundation 
for other types of fixing baths. 

45. Acid fixing baths. — a. An acid fixing bath is a plain fixing 
bath with the addition of a preservative and an acid but does not con- 
tain a chemical to harden the emulsion. A satisfactory acid fixing 
bath can be made by adding about 4 ounces of sodium bisulfite to 1 
gallon of 25 percent hypo solution. A more stable fixing bath can be 
made by adding to each gallon of 25 percent solution of hypo 3.2 
ounces of sodium bisulfite and 1.3 ounces of sodium sulfite. 
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b. Sodium bisulfite is acidified sulfite, and while the acid content 
is not great, it is sufficient to assist in stopping development when it 
is used in a fixing bath. The sulfite prevents oxidation of the 
developer and the decomposition of the hypo by the acid. Acid 
fixing baths are more suitable for use with prints than they are for 
negatives. They are recommended for fixing prints either when it is 
not necessary that the emulsion of the prints be hardened or when 
an intermediate hardening bath is used. As the acid content of the 
acid fixing bath is slight, an acid rinse bath should be used to rinse 
prints before they are placed in the solution. 

46. Acetic acid hardening fixing baths. — a. An acid hardening 
fixing bath is the most used type. This solution is used for fixing 
either prints or negatives. 

b. The ingredients of the acid hardener are water, sodium sulfite, 
acetic acid, and potassium alum (white). The amounts of sodium 
sulfite and potassium alum are usually equal. An acid hardening 
bath can be prepared by adding to a 25 percent solution of hypo 
the desired amount of the acid hardener. The ratio of the acid 
hardener can be varied to secure any desired degree of hardening, 
but it is better practice to use the same ratio of hardening solution 
and vary the amount of alum. Any decided increase in the amount 
of alum indicated in a formula should be avoided since it is seldom 
necessary to use more alum but frequently necessary to use less. 

47. Boric acid hardening fixing baths. — a. A boric acid hard- 
ening fixing bath consists of a plain fixing bath to which has been 
added a hardener solution composed of water, sodium sulfite, 
potassium alum (white), acetic acid, and boric acid. 

b. Boric acid in a fixing bath extends the time in which the bath 
will retain its hardening properties. Any fixing bath will eventually 
precipitate a sludge of aluminum sulfite. When the sludge appears, 
the solution must be discarded. By extending the time the solution 
can be used before sludging occurs, the boric acid prolongs the life . 
of a fixing bath. Boric acid fixing baths will usually remain clear 
throughout their useful lives or until the time of clearing an emulsion 
of milkiness is at least double that required with a fresh bath. 

48. Chrome alum fixing baths. — a. Because of their staining 
action, chrome alum fixing baths cannot be used for prints. As a 
rule, they are used only under tropical conditions of temperature. 

In extremely hot weather and especially hot damp weather, it is some- 
times found that other types of acid hardening fixing baths do not 
harden the gelatin sufficiently. Potassium chrome alum has greater 
hardening action on gelatin than potassium alum (white). 
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b. A chrome alum fixing bath consists of a plain fixing bath to 
which has been added sodium sulfite, potassium chrome alum, and 
either sulfuric or acetic acid. Chrome alum fixing baths lose their 
hardening properties more rapidly than other types of acid hardening 
fixing baths. 

49. Tropical fixing baths. — While a chrome alum fixing hath 
will prove quite satisfactory for fixing negatives under tropical 
conditions, equal or superior results can be obtained by using a boric 
acid hardening fixing bath, provided the negatives to be fixed are 
first treated in a hardener rinse solution containing potassium chrome 
alum and sodium sulfate. 

50. Rapid fixing baths. — a. Ammonium chloride is one of the 
few chemicals besides hypo which is used as a silver solvent in fixing 
baths. This chemical is classified as a rapid fixing agent, although 
when used alone it will not dissolve silver halide as rapidly as hypo. 
If ammonium chloride is combined with hypo in correct proportion, 
the combination of fixing agents will react faster than when either 
is used alone. A bath of this type will fix a negative in about 1 
minute, if used at a temperature of 75° F. 

b. An ordinary acid hardening fixing bath will fix a negative in 
about iy 2 minutes when heated to 80° F. This rapid fixing bath is 
more convenient than an ammonium chloride hypo bath and is highly 
satisfactory for the purpose. 

51. Time of fixation. — Time of fixation varies with different 
emulsions. Cloride emulsions will fix more rapidly than bromide 
emulsions and bromide print emulsions will fix faster than most nega- 
tive film emulsions. It is customary and amply safe to fix films 
twice as long as it takes them to clear. This assures that the sodium 
silver thiosulfate has reached a soluble as well as a transparent state. 

a. When a photographic emulsion is not thoroughly fixed, it is 
impossible to wash the unused silver halides from an emulsion and 
the emulsion will eventually stain and fade. There is also a possi- 
bility that the emulsion will not be sufficiently hardened. 

b. When an emulsion is left in a fixing bath for a too long period 
of time, the solution will bleach out sdme of the more scattered silver 
grains. This bleaching action will be most noticeable in the shadow 
areas of negatives and in the highlights of prints. The loss of a 
very small amount of shadow detail in a negative will make a de- 
cided difference in the quality of a print made from the negative. 
Likewise a faint loss of highlight detail in a print will lower the 
quality of the print considerably. Prolonged fixation of emulsions 
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will also cause excessive hardening of the gelatin and will prevent 
prints from taking a high gloss when they are ferrotyped. 

52. Use of double fixing baths. — a. When processing either 
negatives or prints, the trays or tanks used for fixing baths are con- 
siderably larger than those used for the developing solutions. This 
is necessary because the fixation of emulsions usually requires 
considerably more time than developing which causes large numbers 
of negatives or prints to accumulate in the fixing bath. Instead 
of having one large tray or tank to contain the fixing bath, it is 
much better practice to use a double bath. 

b. The emulsions are removed from the developer, rinsed, and 
placed in the first fixing bath for the first half of the fixing time. 
They are then removed to the second bath for the final period of 
fixing. The neutralizing of the developer and most of the changing 
of the silver salts into silver thiosulfate is accomplished in the first 
bath. If this first bath is in good condition, it will probably do 80 or 
90 percent of the work done by the two baths. As the first bath does 
most of the work, it will become exhausted before the second bath 
shows any signs of exhaustion. The first bath should be discarded, 
the second bath moved into the position of the first bath, and a fresh 
first bath mixed for the final stage of the fixing process. The theory 
of working double fixing baths in this manner is that while the first 
bath does most of the work, if it does not accomplish its share of 
fixation the second bath will, because of its freshness, assure complete 
fixation. The first bath must not be allowed to become exhausted as 
there is a chance of securing spotted emulsions caused by continua- 
tion of development by oxidation stains. 

c. The use of double fixing baths not only assures complete fixation 
but also makes it easier to keep emulsions in batches which saves 
time and assures more uniform fixation. This system of fixing emul- 
sions is particularly desirable in quantity production. 

53. Capacity of fixing baths. — a. Ordinarily, the capacity of a 
fixing bath is measured by the number of prints or negatives of a 
certain size which it can be depended upon to fix. This refers to 
the solvent capacity of the hypo. While the ability of a fixing bath to 
stop development, to harden the emulsion, and to dissolve the silver 
should exhaust uniformly, it is not always possible to achieve this 
in actual practice. For instance, a large number of white background 
prints would exhaust the fixing power of a bath before its power 
to harden the emulsion or to stop the development was spent. 
Several times as many dark prints, such as reproductions of blue 
prints, would exhaust the hardening power of a fixing bath before the 
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fixing power was exhausted. Emulsions rinsed in plain water rinse 
baths will exhaust the hardening power of a fixing bath much faster 
than those which have been rinsed in acid rinse baths.. However, the 
hardening properties of boric acid fixing baths are seldom exhausted 
before the fixing capacity has been reached. 

b. A gallon of fixing bath of average concentration should fix about 
fifty 8- by 10-inch negatives or sixty 8- by 10-inch prints. If an acid 
rinse bath is used with the prints, the capacity of the fixing bath 
can be doubled. If an intermediate hardener is used in processing 
negatives, the capacity of the fixing bath is also increased. 

o. While it is good practice to know the tentative capacity of 
fixing baths and to keep an approximate record of the number of 
prints or negatives which have been processed in a fixing bath, it 
must be remembered that the estimated capacity of a fixing bath is 
an approximation and that when the appearance of a bath indicates 
that it is becoming exhausted, it should be discarded. 

54. Testing acid hardening fixing baths for exhaustion. — 
a. There are several simple tests for determining whether a used 
fixing bath is exhausted. While any one of these tests used singly is 
not a conclusive test, several used together will indicate its true 
condition. These tests are — 

(1) Frotkmess . — Bubbles will form on a fresh fixing bath when 
the solution is agitated. However, the bubbles will be comparatively 
few and of small size and will break rapidly. An exhausted fixing 
bath will form more and larger bubbles which are hesitant to collapse. 

(2) MUkvness . — A milky bath is exhausted. 

(3) Sludging . — When a milky sludge (aluminum sulfite) forms 
it indicates exhaustion of the bath. 

(4) Feel . — A fresh fixing bath will feel “grippy” to the fingers 
while an exhausted bath will have a “slimy” feel. 

(5) Test strips . — These give a comparison of the known time it 
takes a fresh bath to clear a strip of undeveloped film with the time 
it takes a used bath to clear a similar strip. When the time for 
clearing in the used bath is double that of the fresh bath, the solution 
is exhausted. 

(6) Iodide test . — To 10 parts of the fixing solution to be tested, 
add 1 part of a 4 percent solution of potassium iodide. If the fixing 
solution is exhausted a milky precipitate will be formed. 

b. The above tests for exhaustion of fixing baths should be consid- 
ered but in case of doubt as to the usability of a fixing bath, it should 
be discarded. The cost of the chemicals used to fix a negative is only 
a fraction of a cent. The cost of fixing a print properly is even a 
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smaller fraction of a cent. It is poor economy to take a chance on 
spoiling several dollars worth of sensitized material by economizing on 
fixing solution. 

55. Acid rinse bath. — While water is the simplest form of rinse, 
there is danger that development will continue during the rinse and 
even after it is placed in the fixing bath. The use of an acid rinse bath 
prevents these difficulties and increases the capacity of the fixing bath. 

a. A common acid rinse bath, or stop bath, for prmts is a 1% percent 
solution of acetic acid. When prints are removed from the developer, 
they can be placed directly into the acid rinse bath. It is better prac- 
tice to rinse the prints momentarily in water and then place them 
emulsion up in the acid bath. The prints should be left in the acid 
rinse bath for at least 5 seconds. If desired, they may be allowed to 
accumulate for as long as 10 minutes. This will permit the fixing of 
the prints in batches which not only saves time but will assist in uni- 
form fixing. Provided prints are first rinsed in running water, this 
bath has a capacity of about sixty 8- by 10-inch prints per 100 ounces 
of solution. When an acid rinse bath becomes deeply discolored or 
when bubbles begin to form around the edges of the tray, it should be 
discarded. If acid rinse baths are used, it is possible to fix from 50 to 
100 percent more prints in a fixing bath than when water alone is used 
for rinsing. 

5. A suitable rinse bath for negatives is a 2 y 2 percent solution of 
sodium bisulfite which will stop development and help preserve the 
fixing bath but will not harden the emulsion. 

c. Intermediate hardening baths are more often used than rinse 
baths for negative emulsions. They are a combination rinse bath and 
hardening bath. An ounce of potassium chrome alum in 32 ounces of 
water is a standard solution for an intermediate hardening bath. It is 
good practice to use a bath of this type in all negative processing, but 
it is most important that it be used when negatives are developed in 
developers which are strongly alkaline, especially if the negative is to 
be fixed in a fixing bath of higher than normal acid content. This 
hardening solution should also be used when the gelatin is abnormally 
soft after development. Failure to use an intermediate hardening 
bath when any of the above conditions prevail will probably result in 
the formation of gas bells during the process of fixation. Gas bells 
are caused by too rapid chemical reaction between the alkali of the 
developer in an emulsion and the acid of a fixing bath. This chemical 
reaction forms a gas in such quantity that being unable to escape 
through the pores of the emulsion, it raises the emulsion from its 
support and forms minute blisters. A solution of chrome alum will 
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neutralize the developer in an emulsion to some extent and will harden 
the emulsion sufficiently that gas bells will not form when the negative 
is placed in a fixing bath. Negatives should be placed in this bath, 
agitated for at least 5 seconds, and left in the bath for from 3 to 5 
minutes. This bath when mixed is a blue-violet color, and when 
exhausted is a yellow-green color. Sometimes a used chrome alum 
rinse bath will precipitate a sludge. When this occurs the bath 
should be discarded since it is most difficult to remove a deposit of 
this sludge from the surface of the negative. 

56. Supplementary hardening baths. — a. Whenever the emul- 
sion of prints appear too soft, they should be placed in a supplementary 
hardening bath. This bath is a dilute solution of the potassium alum 
hardener solution used in the acid hardening fixing bath. This bath 
is often used for hardening prints after toning by the redeveloping 
process which invariably softens the gelatin of emulsions. Prints to 
be dried by belt dryers are often treated in a supplementary hardener 
so that indentations of the weave of the cloth belt will not be made 
in the emulsion. Prints are treated in a supplementary hardener for 
5 minutes and washed in three changes of water after removal from 
the hardener solution. 

b. Negative emulsions are seldom treated in supplementary harden- 
ing solutions. However, when negative emulsions become softened 
excessively as they often do from certain processes of intensification 
and reduction, they can be rehardened with a solution containing water, 
formalin, and sodium carbonate. When hardened sufficiently, the neg- 
atives should be rinsed and fixed for 5 minutes in an acid fixing bath. 

Section VI 

WASHING NEGATIVES AND PRINTS 

Paragraph 



Importance of sufficient washing 57 
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Theory of washing 59 

Methods of washing 60 

Hypo test solutions 61 



57. Importance of sufficient washing. — a. Negatives and prints 
must be washed for a considerable time after fixation to wash the 
chemicals of the fixing bath and the sodium silver thiosulfate from the 
emulsion. The washing must be prolonged because of the spongelike 
structure of the gelatin coating. It requires time for the water to 
permeate and free the emulsion from the chemicals. If these chem- 
icals are allowed to remain in the emulsion from imperfect or insuffi- 
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cient washing, they will in time act upon the metallic silver image and 
convert it to one of another color or completely fade or obliterate it. 

b. Most film negatives are backed with a layer of gelatin. During 
the fixation of a negative, the gelatin backing as well as the emulsion 
becomes impregnated with the fixing solution. This solution also pen- 
etrates the fibers of the paper base of prints. A negative or print to 
be permanent must have all the chemicals of the fixing bath and the 
soluble silver completely eliminated; it is more difficult to wash the 
chemicals from the paper base of a print, especially a double weight 
print, than from the emulsion. 

58. Importance of proper fixation. — a. When an emulsion is 
properly fixed, the undeveloped silver halides are changed into a 
soluble compound of silver. A portion of this soluble salt goes into 
solution with the other chemicals composing the fixing bath and the 
rest is removed by washing the emulsion in running water. 

b. The thickness of the gelatin layer composing the emulsion is de- 
creased by the hardening action of the fixing bath. This facilitates 
the removal of the chemicals from the pores of the gelatin since it is 
difficult to wash chemicals from gelatin which is abnormally soft. 
The emulsion requires proper fixation to be sufficiently hardened. 

59. Theory of washing. — The theory of washing can be ex- 
plained by following what happens in the washing of one 8- by 10-inch 
negative. A negative of this size, when removed from a standard fix- 
ing bath and placed in a tray of water, will carry about 3 drams of the 
fixing solution into the wash water. This amount of fixing solution 
will contain about 40 grains of hypo and a proportionate amount of 
the other chemicals of the fixing solution. When an emulsion has been 
washed sufficiently to remove the hypo, these additional chemicals are 
also eliminated. 

a. When a negative is placed emulsion up in a tray of water, the 
hypo will diffuse from the emulsion into the water. This action will 
continue until there is an equal concentration of hypo in the emulsion 
and in the water immediately above the emulsion surface. The con- | 
centrated solution is heavier than water and will lie in layers of differ- 
ent densities. Agitation of the water will equalize the concentration 
throughout the solution and thereby allow more chemicals to diffuse 
from the negative into the water. Continually changing the water 
will lower the concentration of hypo, and the washing is considered 
complete when there is only y 100 of 1 percent solution. However, 
at least theoretically, each square inch of the emulsion would con- 
tain 0.033 milligrams of hypo. An emulsion containing this quantity 
of hypo would not be permanent. Two additional changes of water 
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would reduce the amount of hypo remaining in the emulsion to such 
an extent that it will be permanent provided it is not subjected to 
extremely adverse conditions. Therefore, 12 complete changes of 
water are usually considered sufficient for washing emulsions. A 
complete change of water may be considered as one which involves a 
complete draining of the previous water, the use of a reasonable 
quantity of water at a temperature of 60° to 70° F., leaving the 
emulsions in the water from 3 to 5 minutes and including at least a 
slight amount of agitation of the emulsions during that time. 

b. Although negatives and prints could be washed in the above 
manner using relatively small amounts of water, the necessary time 
is reduced by using more water, either by washing in a series of 
changes or by using a continuous flow. It has been proved that one 
complete change of water removes one-half the undesirable chemicals 
from a negative or print. A second change of water will eliminate 
one-half the remaining chemicals and after a third water there will 
be retained in the emulsion only one-eighth of the original amount 
of chemicals. This explains the necessity of making the first three 
washings thorough. When the amgunt of chemicals remaining in 
a negative or print emulsion is halved in each successive change of 
water, at the end of 10 changes there will remain only y 10 24 of the 
original amount of chemicals. After 12 changes of water theoreti- 
cally there would remain in the emulsion only about V4ioo of the 
chemicals which it contained at the beginning of the washing period. 
This small fractional part of the chemicals remaining in a negative 
or print will not have a deleterious effect on the image. 

c. Tests have proved that in washing, it is much more difficult to 
eliminate chemicals from prints than it is from negatives because the 
fibers of the paper base tenaciously retain the chemicals. This is 
more pronounced with double- weight prints than single- weight prints. 
For this reason the working directions for washing negatives and 
prints specify a certain time for negatives, a longer time for single- 
weight prints and a yet longer time for double- weight prints. 

60. Methods of washing. — The following methods of washing 
are direct applications of the theory of washing: 

a. Washing in trays. — Both prints and negatives are often washed 
in trays. While washing can be accomplished by using one tray, it 
is better practice to use two trays, changing the emulsions from one 
tray to another and emptying the water from each tray each time the 
emulsions are removed to the other tray. Another method used to 
wash negatives and prints in trays involves the use of a siphon. The 
siphon is designed so that when it is attached to the edge of the tray, 
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fresh water is fed to the surface, while the heavier chemically con- 
taminated water is siphoned from the bottom. Whichever method is 
used in washing negatives in trays with running water, the negative 
should be agitated at intervals. 

b. Washing in tanks . — When tanks are used for washing, negatives 
are placed in metal frames and suspended in a vertical position in the 
tank. By this method the chemicals diffuse from the negatives and 
sink to the bottom of the tank, and if the tank is properly designed 
the heavier solution drains from the bottom. The metal frames hold 
the negatives apart, allowing the wash water to be in constant con- 
tact with both emulsion and back side of each negative. 

c. Mechanical washers . — The most efficient method of washing prints 
is to use a mechanical washer which has facilities for spraying fresh 
water in the top and siphoning the chemically contaminated water from 
the bottom. The prints to be washed are placed in a cage which is 
revolved either by the force of the entering water or by a motor. The 
movement of the cage together with the water spray causes the prints 
to change their position constantly during the washing time. As fresh 
water is continually flowing into the tank while the used water is 
being siphoned from it, a few minutes are required to secure a com- 
plete change of water. For this reason, it is advisable to rinse prints 
in two or three changes of water before they are placed in the washer. 

61. Hypo test solutions. — a. Hypo test solutions are used to test 
prints and negatives to determine whether they have been suffi- 
ciently washed. One method of testing is to remove several prints 
or negatives from the wash water allowing small quantities of water 
to drain from them into a few ounces of a weak solution of potassium 
permanganate. If there is only a trace of hypo in the emulsions, the 
permanganate solution which is a light pink color will change to a 
lemon color. If the prints or negatives contain a considerable amount 
of hypo, the solution will become colorless. 

b. A superior test solution is composed of water, sodium hydroxide, 
and potassium permanganate. When negatives or prints are allowed 
to drain into this solution, a trace of hypo will cause the color to 
change from violet to orange. The presence of more hypo in the water 
will cause it to change from an orange to a yellowish-green color. 
About 30 seconds should be allowed for the changes in color to occur. 
However, the same changes in color will sometimes occur because of 
the presence of oxidizable organic matter in the water used for wash- 
ing. To avoid any discrepancy in the test, it is advisable to use 
distilled water for the solution and mix twice the quantity of testing 
solution needed for the test. Using one-half the solution, perform the 
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test as directed above. If discoloration occurs, it may be caused from 
either hypo or organic matter in the wash water. To test the water, 
place an amount of plain tap water equal to the quantity of water 
drained into the first solution in the second half of the testing solution. 
If there is discoloration in this second half, it indicates that there is 
organic matter in the tap water. If no discoloration occurs, it is 
proof that the discoloration in the original test was caused from hypo. 
The tap water used should not be taken from the container in which the 
prints are being washed because there would be no indication of 
its purity. 

c. The above two methods test the amount of hypo in the water 
j which is only an indication of how much is remaining in the emul- 
sion. There are several tests which can be used to determine the 

i 

amount of hypo remaining in the emulsion. One of these involves 
treating the emulsion with a solution containing mercuric chloride 
and potassium bromide. This test, when accurately performed, will 
determine the presence of hypo in an emulsion when the amount is 
as small as 0.005 milligrams per square inch. An even more satisfac- 
tory method for testing involves the use of silver nitrate. Experi- 
ments have been made which showed that an emulsion apparently 
free from hypo, when tested in an alkaline solution of potassium 
permanganate, was proved by the silver nitrate test to contain 0.02 
milligrams of hypo per square inch. The silver nitrate test is per- 
formed as follows: Process, with the prints to be tested, an unex- 
posed sheet of white photographic paper. (The same weight and 
size of the majority of prints in bath are used.) After the final wash, 
cut off a strip of this sheet and immerse it in a 1 percent silver 
nitrate solution for about 3 minutes. Rinse the strip and compare, 
while wet, in subdued daylight or artificial light, with the wet un- 
treated portion. If the hypo has been completely removed, no color 
difference can be observed. A yellow-brown tint indicates the pres- 
ence of hypo. However, the presence of hydrogen sulfide or wood 
extracts in the water supply will sometimes cause the same tinting 
of the test strip even though the hypo has been eliminated from the 
emulsion. 

d. Hypo eliminators . — Objections are often made to the use of hypo 
eliminators in photography. These objections are based on the fact 
that it is often as difficult to remove the chemicals of the eliminators, 
or the compounds which are formed by these chemicals, from the 
emulsions as it is the hypo and that these chemicals when remaining 
in emulsion will be equally as harmful as hypo. However, the 
following two treatments have been found to work satisfactorily : 
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(1) First method . — Recommended for negatives. Wash negatives 
8 to 10 minutes. Treat in 0.3 percent solution of ammonium hydrox- 
ide, using distilled water for mixing for 2 minutes. After this treat- 
ment wash for 2 minutes. Although ammonium hydroxide is 
superior, sodium hydroxide or sodium metaborate can be used at the 
same percentage strength. 

(2) Second method . — Wash double- weight prints for 20 minutes. 
A shorter washing time can be used for single-weight prints, after 
which place the prints for 5 minutes in the following eliminator 



solution : 

Water 10 ounces. 

Hydrogen peroxide (3 percent solution) 16 ounces. 

Ammonia (3 percent solution) ounces. 

Water to make 32 ounces. 



After treatment in the above solution, the prints should be washed for 
10 minutes. One gallon of this hypo eliminator is sufficient for treat- 
ing eighty 8- by 10-inch prints. This eliminator can also be used for 
negatives providing it is diluted about 1 to 10. Stronger concentra- 
tion than this will soften and blister negative emulsions. 

Section VII 

REDUCTION AND INTENSIFICATION OF NEGATIVES 



Paragraph 

General 62 

Types of negatives for treatment 63 

Reduction 64 

Intensification of negatives 65 



62. General. — Although the photographic technician constantly 
strives to make perfect negatives, there are many negatives made 
which must undergo special treatments before they can be satis- 
factorily printed. These special treatments are known as reduction 
and intensification. 

63. Types of negatives for treatment. — a. The following types 
of negatives can be improved by intensification or reduction : 

(1) Flat. 

(2) Foggy. 

(3) Contrasty. 

(4) Dense. 

(5) Thin.' 
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b. Such negatives are the result of incorrect exposure, improper 
development, faulty emulsions, or sometimes by either the natural 
contrast of the subject itself or by the nature of the light in which 
the negative was made. Of the above types of negatives, some may 
be improved by intensification while others must be reduced. It is 
better photographic practice to retake a defective negative than to 
reduce or intensify it, but there are times when it is impracticable or 
even impossible to expose a second negative. Before subjecting a 
negative to either of these treatments, it is recommended to make first 
the best possible print from the negative. Then in case of damage to 
the negative in the treatment, a copy negative can be made from 
the print and this negative used as a substitute. 

64. Reduction. — Reduction is often considered as the opposite of 
developing because when a negative is reduced the image is chemically 
dissolved, while in development the image is built up by means of 
chemicals. The need for reduction varies according to the image 
characteristics in the negative. There are three types of reducers 
in general use which will fit almost any need. 

a. Subtractive or surface cutting reducers . — This type of reducer 
is used for flat negatives and principally those which show an exces- 
sive amount of shadow detail or fog in the shadows. Theoretically, 
a surface cutting reducer removes an even layer of silver from the 
upper part of the image. This removal of a thin layer from the 
entire surface of an image will reduce the amount of fog and shadow 
detail and will increase the contrast of the negative. In practice, 
the reducing action is more apparent in the shadow areas than in the 
clearer portions, probably because the silver grains are more widely 
separated in the shadow areas. 

(1) Farmer’s reducer . — The most common subtractive reducer is 
Farmer’s reducer, which consists of a solution of plain hypo to which 
has been added, immediately before use, a sufficient amount of a 
Strong solution of potassium ferricyanide to change the solution to 
a deep lemon color. When treated in this solution, the silver is 
converted by the ferricyanide to silver ferrocyanide, which is dis- 
solved by the hypo in the solution. The solution of ferricyanide may 
be kept as a stock solution, but the hypo solution deteriorates rapidly 
after the ferricyanide is added. 

(a) When a negative which has been dried is to be treated in 
Farmer’s reducer, it should first be thoroughly soaked. If it is to be 
treated after immediate removal from an acid fixing bath, it should 
first be rinsed in several changes of water. After the negative has 
been reduced it must be washed for 30 minutes in running water. 
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(6) Probably the most satisfactory use that can be made of a ferri- 
cyanide reducer is to reduce the fog that often shows in the trans- 
parent areas of negatives of line drawings. Either slight overex- 
posure or overdevelopment will often cause the lines and letters of 
these negatives to be slightly foggy. This fog can be completely 
removed by placing the negative in a solution of Farmer’s reducer 
which affects the heavier densities more slowly. 

(2) Permanganate reducer . — This is a subtractive reducer which is 
applicable when reducing pyro-stained negatives. A ferricyanide 
reducer will produce additional stain on a stained image, while a 
permanganate reducer will reduce the amount of stain in the image as 
well as reducing the metallic image. 

{a) A solution of potassium permanganate has only a very limited 
power to reduce silver. Such a solution is sometimes used to remove 
a very slight fog from a negative. For most purposes, sulfuric acid 
(C. P.) is added to the permanganate solution, greatly increasing its 
reducing action. 

(b) The emulsion of a negative reduced in a permanganate reducer 
often becomes highly stained with a brownish stain. This stain can 
be removed by placing the negative in a weak solution of sodium 
bisulfite. 

(c) When potassium permanganate is used, acidified with sulfuric 
acid, part of the silver which forms the image is converted into silver 
sulfate which, being soluble, is washed from the emulsion by the 
water in the reducing solution. After reduction is complete the nega- 
tive should be rinsed, treated in a weak solution of sodium bisulfite, 
and placed either in a freshly made plain or acid fixing bath. 

b. Superproportional reducers . — Superproportional reducers reduce 
more silver in the highlights of a negative than in either the half- 
tones or the shadows. Having this characteristic, it may be seen that 
a superproportional reducer reduces contrast. Dense highlights can 
be reduced with no apparent reduction taking place in the less dense 
areas of the negative. 

(1) An acidified solution of ammonium persulfate is the only re- 
ducer which will reduce in this manner. One theory which has been ad- 
vanced to explain why an ammonium persulfate reducer will dis- 
solve silver grains which lie together in rather compact masses more 
than grains which lie apart, is that the silver grains which form the 
high lights of a negative contain some silver bromide, while the more 
scattered grains are more nearly pure metallic silver. 

(2) A slightly acidified solution of ammonium persulfate will 
change the silver composing the highlights of a negative into silver 
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sulfate which goes into solution in the reducer in the same manner 
as it does in a permanganate reducer. However, this silver sulfate, 
when in solution, speeds up the action of the reducing solution, and if 
reduction is not controlled, will reduce the halftones and shadows 
of the negative. 

(3) It is difficult to obtain ammonium persulfate of uniform purity 
and strength. For this reason, the action of this chemical in reduc- 
tion is somewhat erratic. Difficulties will be lessened if a good brand 
of ammonium persulfate is secured in reasonable quantities and in 
small size containers. 

(4) In using this reducer, the negative should be removed from the 
solution before the reduction has reached the degree desired as a 
slight amount of reduction will continue before the action can be 
stopped. This applies to some degree in using all types of reducers. 
When removed from the reducing solution, the negative should be 
rinsed hurriedly and placed for a few minutes in a 2 percent solution 
of sodium bisulfite or fixed in a fresh acid fixing bath. 

o. Proportional reducers . — A proportional reducer is one which 
reduces the silver of a negative in amounts proportionate to the quan- 
tity of silver forming the different densities of the negative. Pro- 
portional reducers are used to reduce dense negatives which have 
normal or excessive contrast. Since, when Using a proportional 
reducer, amounts of silver are removed which are proportionate to the 
different densities, the contrast of the negative is decreased. This 
decrease in contrast is beneficial in treating negatives having exces- 
sive contrast as well as excessive density, but is detrimental when 
treating negatives of normal contrast. Unless it is necessary to 
make a large number of prints from a dense negative or it is desired 
to make projection prints which would require prohibitively long 
exposures, it is better practice to utilize the extra time in printing a 
dense negative than it is to reduce it in a proportional reducer. 

(1) One type of proportional reducer is made by combining a sub- 
tractive reducer with a superproportional reducer. The subtractive 
reducer reduces the shadows and also slightly reduces the halftones, 
while the superproportional reducer reduces the highlights and has 
little reducing action on the halftones. Such a solution can be made 
by combining in a solution the proper amounts of potassium per- 
manganate, ammonium persulfate, and sulfuric acid. 

(2) After a negative is treated in this solution it should be hur- 
riedly rinsed, placed in a 1 percent solution of sodium bisulfite for a 
few minutes, and washed without fixing. 
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(3) Proportional reduction of negatives can be conveniently 
secured by bleaching a negative in the bleaching solution of a chro- 
mium intensifier and only paa'tially redeveloping the image in a 
dilute metolhydroquinone developer. The developer used should 
not contain an excessive amount of sodium sulfite. After redevelop- 
ing to the desired degree the negative is fixed in an acid fixing bath 
and washed. 

d. Local reduction . — Local reduction is the reducing of a portion or 
portions of a negative. It is accomplished by applying the solution 
to the area to be reduced by means of a wad of cotton or a brush. 
The negative should be soaked in water and supported on a piece of 
glass. The solution is applied to the negative carefully to avoid affect- 
ing any area which it is not desired to reduce. To prevent the spread- 
ing of the solution, the negative should be rinsed often. Local re- 
duction requires considerable practice and skill, but it is well worth 
while to become proficient in this process because negatives can be 
greatly improved by its use. Any type reducer can be used for local 
reduction, but the ferricyanide reducer is the most satisfactory. 

65. Intensification of negatives. — Intensification is a chemical 
treatment for increasing the density or contrast of a negative. It is 
most important that before intensification a negative be thoroughly 
fixed. When there is doubt as to the completeness of the fixation of 
a negative it should be fixed in a fresh fixing bath for 10 minutes and 
washed 30 minutes. Since most intensifiers tend to soften the gelatin, 
it is advisable to harden the negative before it is intensified. This 
is accomplished by placing it in the following solution : 



Formalin (37 percent formaldehyde) 2Vfc drams. 

Sodium carbonate (desiccated) 73 grains. 

• Water to make 32 ounces. 



Treat the negative for 3 minutes in this solution. Wash the negative 
for 10 minutes and then immerse it in a 2 percent solution of acetic 
acid. This acid rinse will prevent uneven action of the intensifier. 
It is preferable to intensify the negative without drying. Only one 
negative should be intensified at a time and the negative should be 
constantly agitated throughout the entire process. 

a. Intensifying solutions . — These solutions may be divided into 
three types according to the method used to increase the opacity of the 
silver grains which form the image. The three types are : 

(1) Intensifiers which will cause some metal to combine with each 
silver grain. 
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(2) Solutions which will change silver grains to a different color. 
This color must be such (usually brown or red) that paper emulsions 
will be less sensitive to the light which has passed through the negative. 

(3) Solutions containing nitrate of silver which will cause addi- 
tional silver to deposit on the original metallic image. 

b. Types of negatives suitable for intensification. — The following 
types of negatives can be improved by intensification : 

(1) Flat negatives having weak shadow details. A negative of 
this type would be the result of overexposure and underdevelopment. 

(2) A negative of a flat subject, especially when the subject was il- 
luminated with a flat light. A negative made under these conditions 
will be lacking in contrast and density. 

(3) A process negative of a line drawing or similar subject which 
has insufficient density in the denser areas of the negative. This lack 
of density would be caused by either underexposure or underdevelop- 
ment of the negative. 

c. Ingredients used in intensifiers. — Compounds of gold, silver, plat- 
inum, lead, copper, uranium, and other metals are used as ingredients in 
intensifiers. The metal of any of these compounds will combine with 
the silver grains of a negative to produce a strengthened image. 
Compounds of mercury, chromium, and silver are the most fre- 
quently used. 

d. Intensification action of intensifiers. — In selecting the kind of 
intensification process to use it should be known that they vary pri- 
marily in the degree of intensification, rather than in any marked 
differences in action. The only differences in action which should be 
considered are slight variations in the solvent power on the weaker 
parts of the image. Some of the processes tend to dissolve out the 
shadows while strengthening the shadow portions, whereas others 
will build up each density of the negative proportionately to its 
original density. Each of these two types of reducing action will 
increase the contrast of the negative. 

e. Mercuric bromide intensifiers. — Mercury intensifiers are used 
more than any other type. They are most satisfactory but have one 
weakness in that a negative intensified with mercury is very likely 
to stain after a few years. When permanence is essential, a chromium 
intensifier should be used. 

(1) The bleacher of a mercuric bromide intensifier is a solution 
containing mercuric chloride and potassium bromide. A negative to 
be intensified by this process must be thoroughly fixed and washed. 
The negative is placed in the solution and left until the black of the 
image disappears. After the bleaching of the negative is complete, 
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it is essential that the chemical of the bleaching solution be completely 
removed from the emulsion before the negative is treated in a rede- 
veloping solution. This can be accomplished by washing in running 
water for at least 20 minutes or by placing the negative for a few 
minutes in three successive baths of weak hydrochloric acid. 

(2) The image can be redeveloped in any of the following solutions, 
each of which gives a different degree of intensification : 

(a) A 10 percent solution of sodium sulfite. This solution gives 
the least intensification, forms an image of doubtful permanency, and 
gives superproportional intensification. 

(&) A weak M. Q. developer. Gives more intensification, image 
not permanent, inclined to soften gelatin. 

(r) 10 percent ammonia. Uneven and superproportional intensifi- 
cation and inclined to soften the gelatin. 

/. Mercuric iodide intensifier . — This type intensifier has two dis- 
tinct advantages : First, it is not necessary that the negative be washed 
completely before intensification, and, second, intensification can be 
stopped at any desired point. The single solution mercuric iodide 
intensifier contains equal parts of mercuric iodide, potassium iodide, 
and hypo, dissolved in water. This solution can be used repeatedly 
until exhausted. Should intensification be carried too far, the inten- 
sification can be reduced or removed entirely by placing the negative 
in a 20 percent solution of hypo. This must be done before sub- 
jecting the negative to any after-treatment. After the negative has 
been removed from the intensifying solution, it should be washed for 
30 minutes. When permanence is essential, the negative must be 
placed in a metol-hydroquinone developing solution or a 1 percent 
solution of sodium sulfide. After either of these treatments, the 
negative must be thoroughly washed. 

g. Chromium intensifier 8 . — This type intensifier makes a perma- 
nent image. It is desirable because a moderate amount of intensi- 
fication can be secured by one treatment of the negative. A greater 
amount of intensification can be secured by repeating the process. 
However, the process should not be repeated more than once. The 
bleaching solution contains potassium bichromate, hydrochloric acid, 
and water. Before being placed in the bleaching solution the nega- 
tive must be hardened in a formalin hardening solution. After the 
negative has been thoroughly bleached, it is washed for 5 minutes 
and then redeveloped in a metol-hydroquinone developer. The de- 
veloper used must be one which does not contain an excessive amount 
of sodium sulfite. The redeveloping should be in subdued daylight 
or artificial light, and will require from 3 to 10 minutes, depending 
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upon the degree of intensification desired. After redevelopment the 
negative is rinsed, placed in a fixing bath for 5 minutes, and then 
washed thoroughly. Greater intensification can be secured by 
repeating the process. 

h. Reduction and intensification . — There are negatives which can 
be improved by treating them in both reducing and intensifying solu- 
tions. When both treatments are to be given, it is the best practice 
to reduce the negative before intensifying it. This double treatment 
for the whole negative is seldom necessary, but negatives are often 
both locally reduced and locally intensified. 

i. Local intensification . — A negative can be locally intensified by 
applying intensifying solutions with a wad of cotton or a brush to 
the parts of the negative which require intensification. 

Section VIII 
TONING 
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66. General. — Toning in photography means changing the color 
of the black silver forming the image of a motion-picture film, lan- 
tern slide, or print. Although the color can be changed to green, 
blue, red, brown, or shades of these colors by the use of proper solu- 
tions, only the chemistry and some of the formulas involved in mak- 
ing sepia prints of black and white prints are included herein. 

67. Sepia toning processes. — Sepia toning processes are divided 
into two general classifications, direct and indirect. In direct proc- 
esses, the image of the print is converted directly to silver sulfide 
which is a sepia or brown color. In indirect processes, the black 
image is first converted to silver bromide or silver chloride, both of 
which are a yellowish color. This is called bleaching the print. The 
yellow silver forming the image is then changed into silver sulfide 
by placing the print into a solution of sodium sulfide. 

68. Hypo alum toning process. — The hypo alum toning bath is 
preferable for use when there is sufficient demand for sepia prints. 

a. Advantages of toning prints by the hypo alum method over the 
bleaching and redeveloping processes are: 

(1) It is easier to secure uniform tones and to match prints made 
at different times. 
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(2) The prints need not be washed after fixation and may be trans- 
ferred from the fixing bath directly to the toning bath. 

(3) On the average, prints on chloride or bromochloride paper tone 
better by this method. 

b. Disadvantages of using the hypo alum method are : 

(1) The bath must be used at a temperature of about 120° F. 

(2) It necessitates the use of a double boiler arrangement to be used 
satisfactorily. 

(3) The prints must be swabbed after toning. 

c. The hypo alum bath contains hypo, potassium alum (white), 
sodium chloride, and silver nitrate. Some baths also contain gold 
chloride and are called hypo alum gold toning baths. New baths 
will not work until ripened by running through some discarded prints. 
In actual practice, it is not customary to mix an entirely new bath, 
the used bath being strengthened when necessary by the addition of 
some fresh solution. The prints tone in from 7 to 10 minutes, the 
lighter portions of the prints toning first and the shadows last. 
When the black has disappeared, the toning is complete and all the 
silver has been converted to silver sulfide. 

69. Redeveloping process. — This process is preferable when 
sepia toning is not a daily practice and when the prints to be toned 
are likely to be printed on different papers. This process gives better 
results than the hypo alum method with prints made on bromide 
paper. This is a two-solution process, the first solution containing 
potassium bromide, potassium ferricyanide, and sometimes aqua am- 
monia. This bath changes the silver image to silver ferrocyanide 
which is then changed to silver bromide. After a thorough rinsing, 
the print is placed in a solution of sodium sulfide which changes the 
silver bromide to silver sulfide. In the first solution, the prints will 
bleach in a few minutes and in the second solution they will redevelop 
in a few seconds. 

70. Prints suitable for sepia toning. — a. It is rather difficult 
to describe the ideal black and white print for sepia toning. Prints 
on different papers act differently in toning and there is a difference 
of opinion as to what color is most desirable in a sepia print. Some 
photographers prefer what are called cold tones and others, warm 
tones. Cold sepia tones are brown with a blue or purple tinge and 
warm sepia tones are brown with a yellow tinge. A true sepia tone, 
however, is a rich brown having a slightly reddish tinge, the same 
color as furnished for sepia in water colors or oil paints. 
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b. In spite of the diversity of opinion as to the ideal color of sepia 
prints, the following facts relating to the black and white print can 
be relied upon : 

(1) The print should be a few shades dark, not because it will 
bleach in sepia toning, but because a brown image is lighter than a 
black image. 

(2) If possible, the print should be a trifle contrasty, as the con- 
trast from white to the darkest brown of the sepia print is not so 
great as from white to the darkest shadow of the black and white 
print. 

(3) Prints should be fixed in fresh fixing baths. If not completely 
fixed, they will show degraded whites, especially if toned by the 
redeveloping process. 

(4) The developer used should have less than the normal amount 
of potassium bromide. 

(5) Prints should be fully developed, but not forced. 

(6) Papers having a soft contrast are inclined to yield cold sepia 
tones, and papers having a hard contrast yield warm tones. 

(7) Cold prints (blue-black) give cold sepias. 

(8) Warm prints (those having a green or olive tone) give warm 
sepias. 

(9) Prints having many dark areas appear better sepia-toned than 
those having considerable sky or other light areas. 

(10) The subject should be one which would logically appear in a 
brown color. Portraits, especially those on dark backgrounds, and 
landscapes, particularly autumn scenes, are appropriate for sepias. 
A picture of a pile of coal or a snow scene would not be proper in sepia 
color as coal is naturally black and snow does not have a brown cast. 

(11) Prints to be toned by the redeveloping process should be 
completely washed. If not, the hypo remaining in the print will 
combine with the ferricyanide and cause bleaching of the print. 
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71. General. — The important facts concerning each photographic 
chemical are correct name, general appearance, solubility, proper 
method of handling, and proper storage. Some chemicals have sev- 
eral names, but the common name for each should be remembered. 
Chemicals are supplied properly labeled and are best stored in their 
original bottles or containers, making sure the label is securely at- 
tached to the container. The label often includes terms such as 
Chemically Pure (C. P.), Commercial, or U. S. P., which indicates 
the strength or purity of the chemical. A chemically pure chemical 
is one which is as pure as it is possible to manufacture. A commer- 
cial chemical is one of weak strength or not of the highest grade of 
purity. However, some commercial chemicals are used for photo- 
graphic purposes. 

72. Appearance. — Some chemicals have distinctive appearances 
that can be easily remembered, but others have the same general ap- 
pearance which make obvious the necessity of always keeping all 
chemicals properly labeled. Distinctive physical characteristics may 
be peculiar colors or shapes of crystals in the case of solids, or distinc- 
tive colors, odors, and apparent heaviness or lightness in the case of 
liquids. 

73. Solubilities. — A definite amount of a chemical can be dis- 
solved in a given amount of water at a specified temperature. This 
amount varies with different chemicals, being quite large in the case 
of some and extremely small with others. The amount that can be 
dissolved usually increases as the temperature of the water is in- 
creased. When all the chemical that can be dissolved has been taken 
up by the solvent, the solution is a saturated solution. This is the 
basis of solubility tables. In photographic work, solubility tables 
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are based on temperatures at 40° and 70° F. A list of chemicals used 
in photography which includes their solubilities at the above tem- 
peratures is given in appendix II. 

74. Care in handling. — A few of the chemicals used in photog- 
raphy are deadly poisons and many others are slightly poisonous. 
Still others are caustic or corrosive. All chemicals should be handled 
with extreme care. 

75. Solid chemicals. — a. A solid chemical may be in the form of 
a powder, grain, or crystal. A chemical in crystal form contains 
water of crystallization. An anhydrous or desiccated chemical con- 
tains no moisture. A few chemicals used in photography are mono- 
hydrated. A monohydrated chemical contains more moisture than 
a dry chemical but less than it contains in a crystal form. Formulas 
usually specify the strength of the chemical listed when it is available 
in more than one form. If a different form is substituted, allowance 
must be made for the difference in strength of the two chemicals. 

b. Some chemicals in the form of crystals will deliquesce or efflo- 
resce. A deliquescent chemical is one which absorbs moisture from 
the air. An efflorescent chemical gives off moisture. As the strength 
of these chemicals varies according to the amount of moisture they 
have absorbed or lost, they should be stored in a place where the air 
is of normal humidity. 

76. Liquid chemicals. — A number of the chemicals used in pho- 
tography are liquids. Liquid chemicals will sometimes expand with 
heat sufficiently to cause leakage in their containers. Certain liquid 
chemicals will solidify at low temperatures. For these reasons, liq- 
uid chemicals must not be stored where they will be subjected to 
extremes in temperature. 

77. Percentage solutions. — Many formulas specify that a certain 
quantity of a definite percentage solution be used. To make 100 
ounces of a percentage solution, weigh out a number of ounces of the 
chemical equal to the number or percent desired and add water to 
make 100 ounces of solution. Different quantities can be made by 
using proportional amounts of chemicals and adding water to propor- 
tional amounts. The method for mixing percentage solutions from 
liquid chemicals is explained in appendix I. 

78. Stock and working solutions. — A stock solution is a con- 
centrated solution; that is, the minimum quantity of water is taken 
when it is prepared so that when it is used it is diluted with water 
according to directions. The diluted solution is called the working 
solution. Solutions are made concentrated in order to save labor in 
preparation, to economize in the number of containers, and to make 
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them stable in storage. A given quantity of a stock solution that 
must be diluted with water for use will last longer than the same 
quantity of a solution prepared ready for use. Moreover, the concen- 
trated solution may be cooled or heated to the required working tem- 
perature by being diluted with water which is warmer or colder than 
the stock solution. However, when small quantities of a solution are 
prepared for immediate use, a working solution is usually made up. 

79. Temperature of solutions. — The directions for using a pho- 
tographic solution usually state that the solution will accomplish a 
certain result in a given time at a specified temperature. When the 
solution is used at a higher temperature, the result will be accom- 
plished in a shorter period of time, while if the solution is used at 
a lower temperature it will require a longer time to cause the same 
amount of chemical reaction. 

a. Specified temperatures. — (1) Directions for using developing 
solutions usually specify temperatures of 65° F. for developers for 
negatives and 70° F. for developers for prints. There are some 
print developers for which a temperature of 65° F. is specified. 

(2) The temperature for fixing baths is usually either 65° F. or 
70° F., but it is the best practice to use the temperature which coin- 
cides with that of the developer. 

(3) Hardening baths, intensifies, reducers, bleaching solutions, 
etc., are generally used at temperatures of 65° to 70° F., although the 
temperature may not be specified. 

(4) Solutions to be used in tropical photography are often used 

at temperatures as high as 90° or 95° F. These high temperatures 
can be used only because provision is made for additional hardening 
of the gelatin of the sensitized emulsions treated in the solutions. 
Temperatures as high as 85° F. are often used in rapid development 
and rapid fixation. Emulsions can be treated in solutions of high 
temperature as they are in the solutions for only short periods of 
time. The highest temperature at which any solution is used in 
photography is 120° F., which is the temperature of the hypo-alum 
toning bath and for making sepia prints. The gelatin of prints 
properly hardened in the fixing solution will withstand this temper- : 
ature. ' 

b. Maintaining temperatwre . — The best method of maintaining so- 
lutions at the correct temperature is to have the room temperature ! 
the same as that of the solutions. When this cannot be done, the 
following may be practiced: 

(1) Use larger quantities of solutions. 
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(2) Place trays or tanks in utensils containing large quantities 
of water a few degrees warmer or colder than the temperature of 
the solution. 

80. Mixing solutions by hydrometer. — a. Hydrometers meas- 
ure specific gravity, which is the ratio of the weight of a substance 
to the weight of an equal volume of water at the same temperature. 
When a chemical is dissolved in water, the specific gravity is in- 
creased. The measurement of specific gravity then presents a sim- 
ple method of measuring the concentration of a chemical in water. 
The hydrometer is generally calibrated to indicate specific gravity, 
but quite often its calibration is intended to indicate the concentra- 
tion of a definite chemical in water. The most common method of 
using a hydrometer is to know beforehand the specific gravity of 
the required concentration and to add a chemical to water until the 
necessary reading is obtained. A standard temperature is generally 
used in hydrometer measurements, which should be maintained 
wherever possible since higher temperatures lower specific gravity 
and lower temperatures raise it. 

b. Formulas often specify that solutions of hypo, sodium sulfite, 
sodium carbonate, and other chemicals be mixed to a concentration 
that will give a specified hydrometer test. While a hydrometer can 
only be used to test a solution containing one chemical, it is an 
accurate method of mixing solutions. No consideration need be 
given as to whether the chemical dissolved is in a desiccated, mono- 
hydrated, or crystal form, or as to the degree a chemical has deli- 
quesced or effloresced. 

81. Photographic formula. — To prepare a photographic solu- 
tion, it is necessary to have a formula for such a solution. This 
formula may be memorized, but if the solution calls for chemicals 
in exact amounts, it is not safe to depend upon memory but to have 
a written copy of the formula as a guide for the operations necessary 
to prepare the solution. The ingredients and the amounts to be 
used are stated. Amounts are expressed according to a standard 

I system of weights and measures. The formula to be followed should 
be for the volume of solution desired and in the system of weights 
and measures that is to be used. The avoirdupois system of weights 
and the United States standard liquid measure are often used al- 
though many formulas are written in the metric system. Tables 
of weights and measures are included in appendix III. 

82. Use of scales. — a. Two types of balance scales are available 
for weighing chemicals. The small size is used for weighing small 
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amounts of chemicals, usually not more than a few ounces, while the 
larger size is used for weighing larger quantities. 

b. The spilling of chemicals on parts of scales should be avoided. 
Scales should be kept dry and clean and in accurate adjustment. 
The pan or scoop on which the chemicals are placed should be pro- 
tected by a piece of paper to avoid contamination. A paper of a 
size which will balance this protecting paper must be placed on the 
opposite side of the scales. When the paper holding the chemical 
is emptied it should be folded, with any clinging chemicals inward, 
and disposed of in such a manner that there is no chance of chemical 
dust contaminating the air. 

83. Liquid measure. — a. The required quantity of a fluid is meas- 
ured in a graduated container which has marks on the side indicating 
the capacity of the vessel and smaller units of liquid measure. The 
extent of such graduations varies according to the total capacity of 
the graduate and its design, there being small-sized graduates which 
are finely divided into fractions of a fluid ounce and larger graduates 
in which it is not possible to measure less than an ounce or half 
ounce. 

b. Sometimes a formula calls for a certain number of drops in a 
solution. The ordinary type of eye dropper, procurable at any drug 
store, is the most convenient device for measuring drops. When 
using an eye dropper, it should be held in a horizontal position to 
secure large and uniform drops. 

84. Water suitable for photographic purposes. — a. Water 
comes in various states of purity, the purest form of which is 
distilled. Distilled water is not necessary for photographic pur- 
poses if the water obtained from natural sources does not contain 
impurities harmful to photographic work. 

b. The impurities that may be present in various kinds of water 
are dissolved salts, such as bicarbonates, chlorides, and sulfates of 
calcium, magnesium, sodium, and potassium. If calcium salts are 
present in the water and a developer is prepared containing sodium 
bisulfite or potassium metabisulfite, fine needle-shaped crystals of 
calcium sulfite will precipitate in the developer while it is standing. 
This precipitate is harmless and will settle to the bottom, but the 
developer is nevertheless deprived of sulfite in the amount required 
to form the sludge. If the developer is agitated, the sludge will 
cause trouble by settling on the emulsions of the sensitized ma- 
terials. If iron is present to any great extent, the water should 
not be used for photographic purposes. Near the ocean, sodium 
chloride may be present in water, which will exert a restraining 
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action in the developer. This may be offset, however, by adjusting 
the quantities of the other ingredients in the developer. 

c. Dissolved salts often cause trouble by crystal izing on the film 
of a negative after drying; and although not always visible as 
crystals to the eye, they detract from the transparency of the 
negative. 

d. Water may also contain suspended matter in the form of dirt 
and iron rust, which if not filtered out and allowed to settle, will 
cause spots on the negatives developed in solutions prepared with it. 
It may also contain slime consisting of animal or vegetable colloidal 
matter which cannot be removed by filtering. If such water is used 
for preparing photographic solutions, the colloidal matter coagulates 
gradually and settles as a sludge. 

e. Water in some localities contains dissolved gases such as air, 
carbon dioxide, or hydrogen sulfide. 

/. Water may be purified as follows: 

(1) Distillation. — Distilled water should be U9ed for mixing solu- 
tions whenever it can be obtained easily. However, a still of ade- 
quate capacity is expensive and the process of distillation is slow. 

(2) Boilmg . — This coagulates the colloidal matter and changes 
certain lime salts to an insoluble condition in which they then settle 
out, while dissolved gases such as air, hydrogen sulfide, etc., are 
removed. Therefore, unless the water contains an excessive amount 
of dissolved salts, it is usually sufficient to boil the water and allow 
it to settle. 

(3) Chemical treatment . — This is the most practical method if 
. large quantities of water are required. The following methods of 

chemical purification may be used: 

(а) Add alum to the water in the proportion of 15 grains to a 
gallon. This coagulates the slime which carries down any suspended 
particles and the solution rapidly clears. This method does not re- 
move dissolved salts and the small amount of alum introduced into 
the water has no harmful effect on the developer. 

(б) Add a 10 percent solution of sodium oxalate which precipitates 
calcium and magnesium salts and coagulates the slime, although the 
sodium and potassium salts are left in solution. 

(c) Hydrogen sulfide can be eliminated from water by adding to 
each gallon of water 60 grains of lead acetate. 

85. Containers suitable for mixing and storing solutions. — 
Containers made of the following materials are suitable for mixing 
and storing solutions : glass, enameled steel, 18-8 molybdenum stain- 
less steel, hard glazed stoneware, and hard rubber. A container of 
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a size and shape permitting stirring of the solution without spilling 
must be selected for mixing. The container used for storing a solu- 
tion should be of a size that can be completely filled and should have 
a stopper or suitable cover. 

86. Preparations for mixing solutions. — Before starting mix- 
ing operations, check the supply of hot water and chemicals and have 
the necessary containers, funnels, graduates, stirring rods, ther- 
mometer, hydrometer, and scales available for use. All apparatus 
which is used in mixing operations must be reasonably clean. 

87. Water for mixing. — Most formulas specify the amount and 
temperature of the water to be used in mixing a solution. In some 
formulas, only the total amount is given and there is no temperature 
specified. A sufficient amount of water should be used to insure 
proper dissolution of chemicals so that very little water need be 
added after the chemicals are dissolved to complete the amount of 
solution. Too much water, however, will make stirring difficult. 

a. When a formula does not specify the temperature of the water, 
it is usually correct to use the water at tap temperature. In other 
cases, knowledge of the characteristics and quantities of chemicals 
to be used must be employed. Pyro must not be dissolved at a 
temperature of more than 100° F. Temperature of 125° F. is safe 
for dissolving metol and hydroquinone. 

b. The Fahrenheit temperature scale is commonly used in photog- 
raphy. Another system which is often used is known as Centigrade 
(C.). On the Centigrade scale, water freezes at 0° and boils at 100°, 
and on the Fahrenheit the corresponding readings are 32° and 212°. 
There are definite formulas for use in converting one scale to the 
other, as follows : 

C=§(F- 32) 

F=lc+32 

88. Order of mixing. — a. Unless otherwise stated in the formula, 
the ingredients called for must be dissolved in the order given. Most 
formulas list the ingredients in that order. However, it may happen 
that the order of listing the ingredients does not conform with the 
order in which they should be dissolved. In such case, the photog- 
rapher is expected to know the proper order of mixing. 

b. The correct order for mixing a developer is as follows: 

(1) Dissolve the preservative first. In the case of metol, dissolve 
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only a portion of the sulfite first, dissolve the metol, and then the 
remainder of the sulfite. 

(2) Make sure that one chemical is dissolved before adding the next. 
If the carbonate or alkali is added before the crystals of the develop- 
ing agent are dissolved, the crystals will begin to oxidize at the surface 
and the resulting solution will give fog. 

(3) Mix solutions at as low a temperature as possible. 

(4) Always pour dry chemicals into water and not vice versa. 

(5) When adding water to make the total desired amount of solu- 
tion, it is always permissible to add cold water. 

89. Stirring. — As a solid is added, the water or solution is stirred 
thoroughly to expedite its dissolving throughout the solution. The 
solid is poured in a little at a time and a suitable stirring rod is 
employed. The kind of rod in ordinary use is made of vulcanized 
rubber, which is chemical proof. For a large tank, a large stirring 
rod is necessary which is often made of wood in the form, of a paddle. 
It is best to coat such wooden paddles with paraffin and to use a paddle 
for one kind of solution only. 

90. Filtering. — It is not good practice to filter a solution unless it 
is absolutetly necessary, since the process of filtration adds too much 
air to the solution. It may happen, however, that solutions contain 
foreign particles which should be removed and this is best done by 
filtration. The most effective kind of filtering is through filter paper. 
This comes in circular sheets of different diameters suiting the size 
of the funnel to be used. To place the paper in the funnel, fold it 
twice so as to form a quarter section and open one loop and the result 
is a pointed cone which should be inserted, point downward, in the 
funnel. The liquid to be filtered is poured into the cone. A less 
effective method of filtering is through clean cloth such as white 
muslin, or a good grade of raw absorbent cotton. Solutions used for 
processing miniature films are often filtered because of the danger of 
foreign particles causing spots on the negatives, which, even though 
minute, cause noticeable defects when enlarged. 

91. Amount of solution to mix. — Some solutions used in pho- 
tography must be used immediately after mixing so that only enough 
for use should be mixed. Although there are a few solutions which 
will keep almost indefinitely, it is not considered good practice to 
mix solutions in quantities which will not be used reasonably soon. 
Most solutions, especially fixed baths, will have better keeping qualities 
when stored at temperatures not higher than 70° F. 
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92. Properties. — This chapter includes a description of the various 
factors which determine the suitability of sensitized materials for 
specific purposes. Each type of emulsion has definite photographic 
and physical properties which have been incorporated in its manu- 
facture to fulfill a particular photographic need. The photographic 
properties for any sensitized material include color sensitivity, con- 
trast, speed, and graininess. Physical properties refer to antihalation 
and noncurling features which are functions of the backing, type of 
base on which the various emulsions are coated, surface texture, 
and other special properties. 

93. Classification. — In general, photographic materials may be 
classed as either negative or positive. Negative materials refer to 
those on which a negative image is best obtained. Positive materials 
are generally used in conjunction with negatives to obtain positive 
images, although there are special emulsions on which a positive 
image is obtained directly after exposure to light by direct positive 
or “reversal” processing. Reversal film, natural color film, and direct 
positive papers are included in the latter classification. 

Section II 
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94. Emulsion. — The general physical properties of an emulsion 
are thickness, melting point, irradiation, and processing effects. 

a. Thickness. — Negative emulsions are usually comparatively thick 
for the purpose of obtaining satisfactory exposure latitude. Positive 
emulsions coated on a transparent base are normally thinner and 
reversal emulsions are much thinner. This is to insure complete 
highlight exposure throughout the emulsion, producing clean and 
brilliant pictures. Positive emulsions on paper are extremely thin 
in order to afford rapid processing of prints and to give a clearly 
defined image by reflected light. 

b. Melting 'point. — Photographic emulsions have a certain degree 
of hardness which determines the rate of penetration of solutions 
used in processing. The average melting point of all emulsions is 
about 105° to 110° F. but some special emulsions have higher melting 
points. Ordinarily, the highest safe temperature for processing an 
emulsion is about 20° F. below the melting point to avoid undue 
softening. Too much hardening will decrease the swelling and con- 
sequently the penetration rate of the different processing solutions. 
For obvious reasons, in hot climates it is necessary to have a higher 
degree of hardening than normal. 

c. Irradiation. — A photographic emulsion before development is 
considerably turbid. Thus, when light is incident upon it, there 
is a considerable amount of internal reflection or scattering of light 
within the emulsion which causes a spreading of the image thereby 
lowering its definition. This effect is called “irradiation.” The image 
spread is proportional to the exposure for a particular emulsion but 
it is negligible except when the exposure is exceedingly great. 

d. Processing effects. — The gelatin of an emulsion swells to different 
extents during processing, but on drying, it shrinks to very nearly its 
original size. This effect is reduced to a minimum if temperatures of 
the various solutions are normal and constant. 

95. Support for the emulsion. — The material selected as a sup- 
port for a photographic emulsion must possess several important qual- 
ities. It must be photographically inert; that is, unable to cause 
a deleterious action on the emulsion, on the latent image, or on the 
silver grains of the developed image. It must also be unaffected by 
the solutions used in processing. There are many substances which 
are suitable, but the most common are cellulose derivatives, glass, 
and paper. 

a. Cellulose derivatives (film base). — The most commonly used 
supports for negative emulsions are composed of cellulose acetate 
and cellulose nitrate. These materials are especially suitable because 
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they are strong, lightweight, transparent, and flexible. Film base of 
cellulose acetate is most often preferred because of its low inflamma- 
bility. The thickness of the film base varies according to the type of 
film and the manner in which it is used. Roll film, for example, must 
be more flexible than cut film and have a thinner base. 

b. Glass . — Glass has been largely superseded by the introduction of 
cellulosic film, but is still used for special applications where rigidity 
and absolute freedom from swelling or shrinking are important. 
Other advantages are that it is practically photographically inert 
and transparent. However, it has the disadvantages of weight, bulk, 
fragility, and nonflexibility. 




Ficuue 5. — Cross section of film. 



c. Payer . — Paper is an ideal support for prints because it is flexi- 
ble. opaque, economical, and durable. Photographic papers vary in 
thickness and surface texture according to their use. 

96. Protective coatings. — Additional layers of some substance 
are often included in the manufacture of photographic materials for 
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protective purposes. Some papers have thin coatings of waterproof 
lacquer over the base for rapid processing and drying. In order to 
prevent scratches and abrasions during handling, emulsions are often 
given a top coating of clear gelatin. The film base of aerial films is 
often especially prepared to minimize the effect of shrinkage (fig. 5). 

97. Noncurl backing. — An emulsion on film will swell when wet 
and shrink when dried, producing a strain which causes the material 
to curl. To prevent this, a gelatin coating is often included on the 
back of the base which will swell and shrink in the same manner as the 
emulsion, thereby lessening the effective curl of the material. 




98. Antihalation backing. — Light which passes through an 
emulsion and into the base at an oblique angle is reflected from the 
rear surface of the base and reenters the emulsion. This produces a 
bright halo of light around the image and is called “halation.” It 
can be prevented by placing some substance on the rear surface of the 
base which will absorb these light rays. This is accomplished either 
by dyeing the base gray so that the light is greatly reduced in inten- 
sity, or by dyeing the gelatin backing with a color to which the emul- 
sion is not sensitive. The colored backing will absorb light and pre- 
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vent its reflection into the emulsion. Both of these methods are used, 
depending upon the type of material and its use. The result is called 
“antihalation.” (See fig. 6.) 

Section III 

CHARACTERISTICS 

Paragraph 
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Contrast 101 

Graininess 102 



99. Color sensitivity. — Ordinary photographic emulsions are 
sensitive only to blue, violet, and ultraviolet light. Colored objects 
therefore are reproduced by an emulsion of this kind in very different 
values of brightness than those received visually. The addition of 
various sensitizing dyes to the emulsion extends the range of sensitivity 
of silver halide. Progressive discoveries of new dyes have increased 
the range to cover the complete visible spectrum and also the inf rami 
region. By the proper choice of sensitizing dyes, an emulsion can be 
made sensitive to any particular region of the spectrum, visible or 
invisible. The sensitized emulsion thus can be manufactured for par 
ticular uses in photography. It is possible to make photographic ex- 
posures with the aid of light waves on either side of the visible spec- 
trum. The photographic emulsion then is much more versatile than 
vision in its sensitivity to light. (See fig. 7.) 
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100. Speed. — a. Emulsion speed is a measure of the sensitivity of 
the emulsion and determines the exposure necessary to produce the 
desired image. Speed is a measure of the rate of reduction of silver 
halide to subhalide. Expressions of speed are not in definite units 
but are relative to the various emulsions. For example, a common 
method of expressing speed is to select a slow material and consider 
its speed as unity. Other materials, then, would be given speed ratings 
depending upon how much faster or slower they would record an 
image in relation to the standard. 

b. There are many factors which definitely influence the speed rat- 
ing of an emulsion. The most important considerations in speed de- 
terminations are color sensitivity of the emulsion, spectral distribution 
of the light source, developer, and degree of development. 

101. Contrast. — a. When a photographic emulsion is exposed in 
a camera, an image is registered. The chemical action of the light on 
the emulsion varies according to the light intensity. A great amount 
of light will affect a large number of silver halide particles and con- 
versely a lesser number of particles will be affected by a small amount 
of light. Highlights are the brightest areas of the subject and create 
the most exposure on the photographic emulsion. Shadows in the 
subject produce less exposure. The difference in subject brightness 
from shadows to highlights is expressed as contrast. Photograph- 
ically, contrast is that property of a photosensitive emulsion which 
determines the magnitude of density difference resulting from ex- 
posure differences. Figure 8 shows the range of brightnesses in a 
subject of normal contrast. 

b. Contrast in photography primarily is a function of the emulsion 
but may be governed by other factors. In general, slow emulsions 
have high potential contrast and the faster emulsions lower contrast. 

c. Other factors which influence image contrast are specific devel- 
opers, degree of development, and subject contrast which may be varied 
with illumination. 

102. Graininess. — a. A photographic image is composed of 
microscopic particles or grains of silver. With sufficient magnifica- 
tion, the image presents a granular appearance and when highly 
magnified the individual particles can be seen. The image has a 
grainy appearance when this granular effect is visible without mag- 
nification. The degree of graininess of an emulsion is partially de- 
pendent upon the original size of silver halide crystals before devel- 
opment. There is no definite measurement of graininess but it is an 
expression of comparison. Ordinarily, slow emulsions have fine grain 
and fast emulsions have coarse grain, with equal development. How- 
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ever, by proper selection of developers it is possible to obtain fine grain 
with an originally coarse-grain emulsion. Originally fine-grain emul- 
sions then would show proportionally finer grain with the same devel- 
oper. Coarse grain in an image is generally caused by clumping of 
individual grains during development. Graininess, then, is largely 
a result of development. (See fig. 9.) 




b. The resolving power of an emulsion is a measure of its ability 
to reproduce fine detail. Coarse-grain emulsions tend to have low 
resolving power and fine-grain emulsions high resolving power. An 
emulsion of high resolving power will normally produce a sharply 
defined image. Resolving power is ordinarily expressed as the num- 
ber of lines per unit of measurement which the emulsion can satis- 
factorily reproduce. For example, an emulsion of high resolving 
power may be capable of satisfactorily recording 100 lines per 
millimeter. (See fig. 10.) 





D Test object. 



© Enlarged image. 



Fiat: kb 10. — Resolving power. 
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103. Classes of color sensitivity. — Negative emulsions are di- 
vided into four general classifications as to color sensitivity; color- 
blind, orthochromatic, panchromatic, and infrared emulsions. 

a. A color-blind emulsion (orthonon) is one which is not specifi- 
cally sensitized to any color but has an inherent sensitivity to blue, 
violet, and ultraviolet. Color-blind emulsions may be manufactured 
in speed ratings from ultra-fast to extremely slow, but are usually 
of relatively slow speed and high potential contrast. 

b. An orthochromatic emulsion is sensitive to ultraviolet and all 
visible colors except red. 

c. A panchromatic emulsion is additionally sensitized to red. Pan- 
chromatic emulsions are subdivided into three main classes of color 
sensitivity as follows: 

(1) Sensitive primarily to blue but somewhat less to green and red. 

(2) Balanced sensitivity to all visible color (orthopanchromatic) . 

(3) Highly sensitive to red, equally sensitive to blue and green 
(hyperpanchromatic) . 

d. An infrared emulsion is not sensitive to green, yellow, or orange, 
but is particularly sensitive to infrared. (See fig. 11.) 

104. Speed and contrast. — a. The relative speeds of negative 
emulsions vary over a wide range when used with daylight and even 
a greater range for artificial light. The emulsions at the extremes 
of this range are ordinarily used for special purposes. Color-blind 
emulsions of low speed are generally used in process photography be- 
cause of their high potential contrast and resolving power. The fast 
emulsions ordinarily are of hyperpanchromatic sensitivity and are 
often used for exposures in artificial light because of their high 
sensitivity to red. 

b. The inherent contrast of negative emulsions also varies over a 
wide range. The slower emulsions generally have higher contrast 
than the fast emulsions. 

105. Choice of negative emulsions. — The choice of a negative 
emulsion is governed by the purpose for which it is to be used. Speed 
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1. Human eye sensitivity. 

2. Color-blind emulsion. 

8. Orthochromatlc. 

4. Panchromatic. 

5. Infrared. 

Fiocbe 11. — Spectrograms — emulsion color sensitivity. 

% 

and color sensitivity are two primary factors to be considered in the 
choice of a negative emulsion. Emulsions may be divided into four 
speed classifications, as follows: 

cu Color-blind emulsions are of the slowest negative material class 
and are especially suitable for copying. They have high resolving 
power, low graininess, high rate of development, and high potential 
contrast. A process emulsion is one made especially for the repro- 
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duct ion of line work in high contrast. Color-blind emulsions of a 
higher speed rating than a process emulsion are also widely used in 
copying when normal contrast is desirable and true color rendition 
unnecessary. 

b. (1) In general photography when speed is not a factor, a film 
of moderate speed may be chosen. Moderate speed emulsions are 
known as commercial emulsions and may be of almost any spectral 
sensitivity. If color separation is desirable, an ortho panchromatic 
emulsion should be chosen unless the color separation is such that 
an orthochromatic emulsion will suffice. Commercial emulsions are 
also widely used in copying. 

(2) The largest group of emulsions which may be included in a 
single class are those which are just above the speed of the com- 
mercial group. They are practically all of orthochromatic or pan- 
chromatic sensitivity. Their speeds cover a wide range from mod- 1 
erate to ultra-fast. Their contrast and development characteristics 
also cover a wide range, but the initial contrast of any emulsion of 
this class is considerably lower than that of any film of the com- 
mercial type. Films of this type have reasonably high speed, good 
exposure latitude, acceptable graininess, and satisfactory keeping 
qualities. 

c. Ultra-fast emulsions are used when speed is the essential. They 
are usually manufactured only in orthochromatic or panchromatic 
sensitivity. 

d. Infrared emulsions are made for the purpose of making photo 1 
graphs with the aid of infrared radiations. Aside from the value of 
infrared photography in medical diagnosis, criminology, biological 
and botanical research, and many other allied fields, it is invaluable 
to the aerial photographer as a means of procuring photographs at 
high altitudes or at great distance from the subject. Infrared 
radiations readily pass through suspended dust and water vapor in 
the atmosphere, thus permitting their use with an infrared sensitive 
emulsion under conditions both impracticable and impossible with 
other negative materials. An infrared emulsion is characteristically 
similar to a commercial color-blind emulsion with the exception of 
its sensitivity to infrared light. 

106. Types. — The different types of negative materials are roll 
film, cut film, film pack, and plates. 

a. Roll film is of many different kinds, sizes, and color sensitivities. 
Ordinary roll film is that made for amateur cameras and consists of 
a strip of film wound on a suitable spool with opaque backing paper. 
The base is thin for flexibility. 
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(1) Aerial film is a special type of roll film supplied in greater 
widths and lengths. There is no backing paper on aerial film be- 
cause of the bulk, but there is an opaque leader on each end of the 
roll to protect it from light. The base is thicker than that of ordi- 
nary roll film because of the large negative size, and it is often 
especially prepared to have very low shrinkage. 

(2) Motion-picture film is made in long narrow strips with per- 
forations on the sides to allow accurate positioning of successive 
small portions of the film in the exposure aperture of the camera. 
There are two standard widths of motion-picture film, 35- and 16- 
millimeter. The 35-millimeter film is the professional width and is 
also used extensively for amateur photography with miniature cam- 
eras. The 16-millimeter film is used most in amateur movie 
photography. 

b. Cut films and plates are most widely used in commercial pho- 
tography. They are available in large sizes and are particularly 
well-suited for use with professional cameras. Since each negative 
is a separate piece of film, it can be exposed and developed indi- 
vidually. Emulsions are available in this form to conform to 
the large variety of applications in commercial photography. 

c. Film packs have an advantage over- cut films since they can be 
loaded into an adapter and the adapter inserted in the camera without . 
the aid of a darkroom. There are generally a dozen sheets of film 
in a pack. When one has been exposed, it is pulled by a paper tab 
to the back of the pack and the next sheet is ready for exposure. 
These sheets can be removed from the pack individually if necessary. 
In order to obtain flexibility, the base is made thinner than that of 
cut film. Only the most widely used emulsions are available in 
pack form. (See fig. 12.) 
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Figure 12. — Cross section of film pack. 



107. Identification code. — Cut films of all emulsions are fur- 
nished with reference notches near one corner. This is to identify 
the emulsion surface during loading of the film. When the notches are 
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in the upper right comer, the emulsion surface is toward the operator. 
These notches 'are also in the form of a code to identify the type of 
emulsion. Each film manufacturer has a particular code which does 
not overlap' any other. Thus the film can be positively identified 
as to type of emulsion and emulsion surface while the operator is 
in total darkness. (See fig. 13.) 
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Flo cub IS. — Notching code for cut fUm. 
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108. General. — Positive emulsions differ considerably. In gen- 
eral they have a much finer grain, are slower than negative emulsions, 
and have somewhat higher contrast. Positives are made on transpar- 
ent or translucent bases to be viewed by transmitted light, either 
directly or by projection, or on opaque bases to be viewed by 
reflection. 

109. Transparencies. — The principal positive materials viewed 
by transmitted light are motion -picture positives and lantern slide 
plates or films, both normally used for projection on a screen. 
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a. Motion-picture positive -film . — This film is coated with a bro- 
mide emulsion. Its speed and color sensitivity compare favorably 
with a slow process color-blind emulsion of potentially high contrast. 
Correct exposure and contrast of an emulsion of these characteristics 
depend very markedly upon the degree of development. The graini- 
ness is much lower and the resolving power much higher than that 
of ordinary negative materials. Motion-picture positive film is used 
for motion-picture positives, lantern film slides, and to some extent 
for microcopying work. 

b. Lantern elide plates (glass). — These plates have a bromide 
emulsion similar to that of positive film. They are available in sev- 
eral grades of contrast. As with negative bromide emulsions, a wide 
range of contrast can be had by proper manipulation of developer 
and developing conditions. To further the range of contrast, lantern 
slides are sometimes coated with a special chloro-bromide emulsion. 

1 10. Paper prints. — Paper emulsions are of three types ; bromide, 
chloride, and chloro-bromide. These emulsions are made especially 
thin in order to enhance the reflective ability of the finished print 
and as an aid to flexibility. They are of fine grain and high resolving 
power. 

111. Speed. — Positive emulsions cover a very wide range of speed, 
the chlorides being the slower and the bromides much faster. The 
speed of chloro-bromide emulsions overlap these two divisions. 

a. Chloride emulsions are generally made for the purpose of direct 
contact printing. A rapid chloride paper is also made for projection, 
but is slower than ordinary bromide papers. 

b. Bromide emulsions are made for the purpose of optical or 
projection printing. 

c. A chloro-bromide emulsion, due to its variance in speed char- 
acteristics, may be used for either contact or optical printing. The 
slower ones are suitable only for contact work while those of more 
bromide content are chiefly suitable for projection. 

112. Paper contrast. — a. Development. — Owing to the thinness 
of the coating and fine grain, a paper emulsion develops rapidly. 
Contrast rapidly increases during the first period of development, 
but increases more slowly as the shadow density approaches its maxi- 
mum. Bromide and chloride emulsions should be developed to a 
standard degree of development which will produce what may be 
termed normal or “full” development. This development will repro- 
duce the contrast gradations of the negative in their truest relation- 
ship, providing an emulsion of the proper inherent contrast is used. 
Less development than normal will result in uneven contrasts and 
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densities. More than normal development will result in a slight 
contrast and density increase but is generally impractical for the 
reason of its slight value and may cause serious harm by way of 
stains. Chloro-bromide emulsions are similar to film emulsions in 
their reactions to a developer. Developer modifications of ingredi- 
ents, and time of development, as well as temperature variations may 
therefore be employed advantageously. Emulsions of this type are 
capable of producing satisfactory results over a wide range of nega- 
tive contrasts and are of value in producing special effects such as a 
control of contrast (to the minimum or maximum) without an 
appreciable loss of general print quality. 

. b. Inherent contrast . — Since contrast is only slightly variable by 
development manipulation, paper emulsions are therefore manu- 
factured with a wide range of inherent contrasts. This wide range 
of available contrasts increases the acceptable range of negative 
emulsion contrast. The potential contrast of an emulsion is usually 
expressed by a number or a descriptive word, the exact method of 
expression being dependent upon the manufacturer. 

113. Paper bases. — a. Photographic papers are made in varying 
thicknesses or weights. The three most common are known as light- 
weight, single weight, and double weight. A lightweight paper may 
be rolled, bent, or folded without appreciable damage, although 
treatment of the finished print with a glycerin bath or similar 
softening agent is usually necessary if the print is to be folded. 
A single- weight paper is usually the type used for small pictures, 
including 8- by 10-inch. A double- weight paper is generally used for 
larger prints to facilitate their handling. It is especially desirable 
for rough paper surfaces. 

b. Most papers are coated with baryta as a support for the sensi- 
tive emulsion. Papers of this nature cannot be folded satisfactorily 
without cracking. The baryta layer is therefore not used when the 
product is made with the expectation that its use may necessitate 
folding or sharp bending. 

114. Surface texture. — After paper is surfaced with baryta, it is 
embossed, producing almost any desired surface effect when the 
emulsion is coated. Linen, tapestry, matte, semimatte, glossy, and 
smooth are a few common surface textures. These effects are aided 
somewhat by the paper texture. Surface texture is most often 
considered in selection of papers for particular types of photo- 
graphs. Glossy or smooth surfaces are preferable for small prints 
or prints wherein maximum detail is desirable. Rough surfaces are 
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generally preferred for enlargements. They have the faculty of 
suppressing excessive fine detail or concealing a lack thereof and also 
suppressing apparent graininess. 

Section VI 

SPECIAL EMULSIONS 

Paragraph 



Reversal 115 

X-ray 110 



115. Reversal. — a. A reversal emulsion is made for the purpose 
of producing a positive image with the same emulsion used as the 
negative. Upon the completion of development, such an emulsion 
contains two images, that of the exposed and developed silver in 
negative relationship to the subject, and that of the unexposed and 
therefore undeveloped silver. The exposed and developed silver 
image is eliminated by bleaching, and a second image exposed and 
developed to form a new image of reversed density values which truly 
represents the subject. 

b. Since nearly all silver halide grains are utilized in this process, 
the exposure latitude of any emulsion used for reversal purposes is 
very limited. Emulsions made for the purpose are extremely thin 
so as to offset the possibility of too great a highlight density caused 
by the second exposure. Reversal emulsions are often used for 
colored photography. 

116. X-ray. — Silver halide absorbs only a small portion of the in- 
cident radiations of X-rays. X-ray materials are therefore coated 
on both sides or are abnormally thick. Because of developing and 
fixing difficulties of a thick emulsion, the former is the more desirable. 
To increase the photographic action on the sensitized emulsion, it is 
customary to place the emulsion behind an intensifying screen coated 
with calcium tungstate which fluoresces under the action of X-rays. 
The greater part of the exposure is therefore due to visible fluorescent 
light from the intensifying screen. 

Section VII 
SAFELIGHTS 

Paragraph 

Use of safelights 117 

117. Use of safelights. — Safelights are used in processing photo- 
graphic materials where it is necessary to view the emulsion during 
development or to furnish sufficient light for visibility in darkroom 
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operations. Essentially, they are filters whose function is to transmit 
a maximum of visible light to which the emulsion is not sensitive or 
is only somewhat sensitive. . Since color sensitivity varies with dif- 
ferent emulsions, the light transmission properties of safelights must 
vary accordingly. 

a. Noncolor sensitized (ordinary) emulsions of the slower speeds 
may be safely processed under any safelight not transmitting blue or 
violet radiations (series 00, 0, or 0A). Such safelights are usually 
yellow or yellow-green in color. The faster ordinary emulsions have 
an extended sensitivity and should be processed under a red light 
(series 1). 

b . Orthochromatic emulsions should be processed under a deep red 
light (series 2) since their sensitivity range does not include red. 

c. Orthopanchromatic emulsions and those panchromatic emulsions 
sensitized primarily to blue may be processed under a dark green 
safelight ( series 3) . Hy perpanchromatic and panchromatic emulsions 
of great speed should be handled in total darkness. 

d. Infrared emulsions should be handled in total darkness or with 
the aid of an infrared safelight (series 7). This safelight, although 
“safe” for use with infrared material, can not be safely used with 
orthochromatic or panchromatic materials. 

e. The results of printing, both contact and projection, are ordi- 
narily judged in the darkroom so that proper safelights are necessary. 
Chloride papers can be safely processed under yellow light (series 00). 
but bromide papers should be handled under orange or greenish- 
yellow light (series 0 or 0A). 
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OPTICS 

Paragraphs 



Section I. Properties of light 118-120 

II. Application of light 121-137 



Section I 

PROPERTIES OF LIGHT 

Paragraph 

Definition ... 118 

Theory of light 119 

Characteristics of light 120 

118. Definition. — Optics has been defined as the science treating 
of light, its genesis and propagation, the effects which it suffers and 
produces, and other phenomena closely associated with it. A text- 
book on the subject usually includes also the control of light by 
means of prisms, lenses, mirrors, and other media. In this manual, 
however, only so much of optics will be presented as will achieve 
such familiarization with the lenses used in photography as will 
guide the photographer in the selection of the most suitable type 
of lens for the kind of work in hand. 

119. Theory of light. — The generally accepted theory of light is 
that it is propagated as a wave action or radiation. The speed of 
light is constant for all radiations in a given medium and is ap- 
proximately 186,000 miles a second in air. If light enters a denser 
medium the wave is shortened, but the number of pulsations (waves 
per unit of time) remain constant. The waves per unit of time 
are known as the frequency of the vibration. Since the wave is 
shortened when light transverses a denser medium and the frequency 
of vibrations remains constant, the speed of the light is lessened. 
Sunlight is the simultaneous perception of many and varied waves 
or radiations which produce the sensation of white light. If a 
beam of sunlight is passed through a glass prism, the colors of 
some of its component rays are made visible. The most prominent 
of these are red, orange, yellow, green, blue, and violet, but there are 
also intermediate shades of colors between each of the six and it 
has been found that there are waves of colors beyond each end 
of this visible band or spectrum which cannot be seen with the eye. 
Those below the red end are known as the infrared rays, and those 
beyond the violet are called ultraviolet rays. The infrared rays 
are too long to be seen, and the ultraviolet rays are too short. 
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120. Characteristics of light. — Light is capable of being re- 
fracted, reflected, transmitted, or absorbed. 

a. Refraction. — (1) When a ray of light passes obliquely from 
one medium into a medium of different density, its direction is 
changed. This characteristic enables a lens to form an image. A 
ray of light entering any medium perpendicularly to its surface is 
called a “normal ray.” Its direction is unchanged. (See fig. 14.) 

REFRACTION 

Figure 14. — Refraction of light. 

(2) When white light enters a prism, the waves are refracted in 
different degrees dependent upon the length of the waves. The red 
rays are refracted the least and the violet rays the greatest. This 
phenomenon is called “dispersion.” (See fig. 15.) 




b. Reflection . — When light is diverted from a surface, the action is 
called “reflection.” The reflected ray is in the same plane and at the 
same angle to the surface as the incident ray. (See fig. 16.) 

c. Transmission . — Light passing through a medium is transmitted. 
If objects can be clearly distinguished when viewed through such a 
medium, the medium is transparent. When objects are not clearly dis- 
tinguishable when viewed through a medium, it is translucent. When 
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Figure 16. — Reflection of light. 

light is transmitted through a translucent material the rays are scat- 
tered, producing the effect called “diffusion.” (See fig. 17.) 



~ . 
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Figure 17. — Transmission of light. 



d. Absorption . — Light which is incident upon a medium and is not 
reflected or transmitted is absorbed. An opaque substance is one which 
does not transmit light but which may or may not be capable of 
reflecting light. 



Section II 

APPLICATION OF LIGHT 

Paragraph 



The lens 121 

formation of images 122 

focal length of a lens 123 

t’se of terms 124 
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Tara graph 

Speed of a lens 125 

Circle of confusion 126 

Hyperfocal distance 127 

Depth of field 128 

Depth of focus 129 

Lens definition 130 

Angle of field 131 

Angle of view 132 

Conjugate distances 133 

Resolving power 134 

Lens aberrations 135 

Cleaning a lens 138 

Care of a lens 137 



121. The lens. — a. Description . — A lens is a transparent medium 
having two opposite regular surfaces which forms an image by chang- 
ing the direction of rays of light. Although lenses can be made of any 
refracting medium, they are usually composed of glass. 

b. Function . — The function of a lens in photography is to project an 
image of an object. A lens must be designed to refract the light in 
such a manner that the rays from any one point of the object, irrespec- 
tive of where they fall upon the lens, will meet, forming an image of 
the point. The extent to which a lens will refract a ray of light depends 
upon the curvature of the lens surfaces, the thickness of the lens, and 
the kind of glass of which it is made. 

122. Formation of images. — a. Every point on an object sends 
out rays of light in all directions. These may either originate 
within the object or be reflected by it. It is the function of the lens 
to project these rays to a common plane in the form of an image. 
As the rays from a single point in the object pass through the lens, 
they are refracted and converge to a single corresponding point in 
the image. The point at which the rays from the object converge is 
called the “focus.” Rays from every point on the object are similarly 
treated, resulting in a collection of points which forms an image in 
an inverted position. Image formation is illustrated in figure 18. 

b. The plane on which a lens forms an image is known as a “focal 
plane” and the distance from this plane to the lens depends upon 
the distance of the lens from the subject and the focal length of the 
lens. Ordinarily a camera is provided with a mechanical means of 
adjustment for focusing; that is, moving the lens at different distances 
from the focal plane depending upon the distance the lens is from 
the object or subject to be photographed. As aerial cameras are ordi- 
narily used at the lens infinity distance or farther from the subject, 
they are usually built without a focusing adjustment. Some types of 
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® Image of subject. ® Subject. 

Figure 18. — Image formation. 



hand-held cameras employing lenses of very short focal length do 
not have a focusing device and are known as “fixed focus.” 

123. Focal length of a lens. — a. When rays of light parallel to 
the optical axis of a lens are incident upon a positive lens surface, 
they are refracted by the lens and intersect on the opposite side of 
the lens at a point called the “focal point.” The distance from this 
point to the optical center of the lens is the “focal length.” Since 
a negative lens diverges rays of light, there would be no real inter- 
section of the refracted rays. To find the focal point and focal 
length of a negative lens, the refracted rays are extended backward 
until they intersect. The intersection of these virtual lines is the 
focal point of the negative lens, and the focal length is the distance 
from it to the optical center of the lens (fig. 19). 





Figure 19. — Focal length of lens. 



b. A focal length may be defined also as approximately the dis- 
tance from the lens to the projected image when the lens is focused on 
an object at infinity distance for that lens. 
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c. There are three factors which determine the focal length of a 
lens; namely, the curvature of the lens surfaces, the kind of glass 
used in its construction, and the separation between the lens elements. 
The first two factors cannot be changed but the third factor is vari- 
able and may be used to change the equivalent focal length. Some 
lenses are so mounted that the front element can be moved, thereby 
changing the focal length. Cameras of this type have a fixed dis- 
tance from the rear element to the focal plane. They are conse- 
• quently focused on objects by moving the front element. This type 
of lens is also used in cinematography to produce special effects. 





d. The size of the image is directly proportional to the focal length 
of the lens. To illustrate, suppose it is desired to photograph an 
object, such as a tree, and that the camera is placed at such a distance 
from the tree that with a lens of 10 inches in focal length a clearly 
defined image of the tree 1 inch in length is obtained on the focusing 
screen. Replacing the 10-inch lens with one having a focal length 
of 20 inches, a clearly defined image of the same tree would then 
be 2 inches or twice as long as the image given by the 10-inch lens 
if the position of the camera remains unchanged (fig. 20). 

124. Use of terms. — In photographic optics, there are a number 
of technical terms so commonly used that all photographers should 
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know them and in their work take advantage of the optical law 
I involved. These common terms are — 
i a. Speed of a lens. 

b. Circle of confusion. 

c. Hyperfocal distance. 

d. Depth of field. 

e. Depth of focus. 

/. Lens definition. 

g. Angle of field. 

h. Angle of view. 

i. Conjugate distances. 

j. Resolving power. 

k. Aberrations. 

125. Speed of a lens. — The speed of a lens is determined by two 
factors: the diameter of the effective aperture which, practically 
speaking, is the width or diameter of the lens, for obviously through 
a large aperture more light will pass than through a smaller one; by 
the bellows extension, which is the distance the light has to travel 
after passing through the aperture until it reaches the film. 

a. // system. — This speed is usually expressed in terms of the ratio 
existing between the diameter of the effective aperture and the focal 
length, that is, focal length divided by diameter. This is the basis of 
what is known as the // system used in marking diaphragm openings. 

This ration of // value may be determined from the following 
formula : 

f/-F+D 

m which fj represents the speed of the lens, F the focal length, and D 
the diameter of the aperture or opening. For example, if the diameter 
is 2 inches and the focal length 8 inches, the speed would be expressed 
under this system // 4. The amount of exposure required at dif- 
ferent lens apertures or openings varies directly as the square of the 
ft value. If the diaphragm is set at // 4, and the required exposure is 
4 seconds, at // 8 the required exposure would not be twice as much, or 
8 seconds, but 16 seconds. The formula for readily computing this is : 

fM/?"t:t x 

in which t represents exposure time required at original // setting, t x 
the exposure time required at desired //, setting, and //, the new dia- 
phragm setting required. If the diameter of the //4 diaphragm set- 
ting is 2 inches on a lens having a focal length of 8 inches, then the 
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diameter of diaphragm setting // 8 would be 1 inch. As shown in 
figure 21, a square with sides 1 inch in length has an area only one- 
fourth that of a square with 2-inch sides, so that four times more 
light would pass through an aperture 2 inches square than through 
one that is 1 inch square. 




b. Effect of bellows extension on lens speed . — When the bellows of 
a camera are extended to any length greater than the optically fixed 
focal length of the lens for objects at infinity distance or beyond, the 
speed of the lens as indicated on the lens barrel or shutter is not the 
actual speed. Therefore, the speed as engraved on the barrel or else- 
where is the true speed only when the distance from the lens to the 
image plane is equal to one focal length. When this distance exceeds 
one focal length, the actual or effective speed is less than the indicated 
speed. 

(1) Inverse square law . — The effective speed of a lens is diminished 
in proportion to the extension of the camera bellows beyond one focal 
length because light intensity reduces as the distance the light travels 
increases. The extent to which light intensity varies with respect 
to travel is expressed by the inverse square law which is as follows: 
The intensity of light varies inversely as the square of its distance 
from the source (fig. 22). The shaded area at point A represents the 
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sensitized material, which is a certain distance from the lens. When 
the film is moved to point B , which is twice the distance from the lens, 
the light is so spread out that it covers a surface four times the size 
of the film. Therefore, the intensity of the light on the film at this 
point is only one-fourth of what it is at point A. At point £7, which is 
three times the distance, the intensity of the illumination is one-ninth. 
At point D . four times the distance, the intensity is only one-sixteenth. 




(2) Variance . — Photographic exposures vary, not inversely, but di- 
rectly as the square of the distance from the light source. For example, 
if the film is 12 inches from the lens and the correct exposure time is 
2 seconds, the time necessary if the film is placed 24 inches from the 
lens will be 8 seconds. The solution is as follows: Original bellows 
extension squared is to the new bellows extension squared, as the 
original exposure is to the new exposure. 

12 2 : 24 2 : : 2 seconds : x seconds = 8 seconds 

126. Circle of confusion. — The circle of confusion is the diameter 
of the circle to which the image of a point will spread at the focal 
plane. It is expressed as a numerical valuation and is determined by 
the manufacturer of the lens. A circle of confusion is obtainable 
only when the image of a point in the object space is out of focus. 
The only practical use made of the circle of confusion is in the com- 
putation of the hyperfocal distance and the depth of field. The 
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diameter of the circle is an arbitrary constant, the magnitude of 
which is dependent upon the enlargement and viewing distance of 
the final print. For critical definition the circle of confusion in a 
print to be viewed at the distance for normal perspective should not 
exceed %ooo of the focal length of the camera lens. 

127. Hyperfocal distance. — The distance from the lens to the 
nearest plane in sharp focus, when the lens is focused at infinity 
distance, is called the hyperfocal distance (fig. 23). From the for- 
mula which follows, it will be seen that the hyperfocal distance | 
(H. F. D.) increases as the focal length increases, and decreases as 
a smaller diaphragm setting is used. The H. F. D. of any lens is i 
found by multiplying the focal length squared by the reciprocal 
of the circle of confusion and dividing by the // value. This result 
divided by 12 will be the H. F. D. in feet. 

(^Xl/c)-H<//X12) or^|i^=H. F. D. 

o represents circle of confusion, F equals the focal length, and // is 
the diaphragm setting. When a lense is focused at infinity or at 
the hyperfocal distance it will be found that acceptable focus 
extends towards the lens to approximately one-half the distance from 
the lens to the hyperfocal distance. Thus the acceptable depth of 
field is greater than the distance from the hyperfocal distance to 
infinity. 




Figure 23. — Hypprfocal distant**. 



128. Depth, of field. — a. The depth of field of a lens is the distance 
from the nearest point of the subject in acceptable focus to the 
farthest point of the subject in acceptable focus. Depth of field de- 
creases either as the size of the aperture or as the focal length in- 
creases. Depth of field increases as the object distance increases. All 
lenses having the same speed and focal length have the same depth of 
field. Variation of the factors governing depth of field may be stated 
as follows : 

(1) With a given focal length and object distance, the smaller the 
diaphragm opening, the greater the depth. 
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(2) At a given object distance and diaphragm opening, the shorter 
the focal length, the greater the depth. 

(3) With a given focal length and diaphragm opening, the greater 
the object distance up to infinity, the greater the depth. 

b. A formula for determining the depth of field of any lens with 
the subject at the given distance is as follows : 

Let d= lens to subject distance 

H. F. D.= hyperfocal distance 

Dn= distance to nearest plane of focus 
Df= distance to farthest plane of focus 
H. F. D.x<f 
^“H. F. D.+d 
H. F. D. x d 
F.D -d 

The distance from the near plane of focus to the far plane of focus is 
the depth of field. 

Df—Dn= depth of field 

o. The portion of the subject which will appear in sharpest focus 
in the image lies in a plane which is approximately two-fifths of 
the distance into the depth of field. For this reason it is desirable to 
adjust the camera with the lens set at its greatest aperture so that 
the plane of best focus will be two-fifths of the distance into the 
desired depth of field; then decrease the aperture until the desired 
depth of field is obtained. 

129. Depth of focus. — Depth of focus is the allowable distance 
on either side of the focal plane in which acceptable focus is ren- 
dered. In practice, depth of focus is used mostly in connection with 
focusing screens and determines the extent or latitude of allowable 
movement of the focusing screen within which good focus is rendered. 

130. Lens definition. — Definition is the accuracy with which a 
lens will render an image. If it is impossible to secure a wire-sharp 
image with a particular lens, the lens has poor definition. 

131. Angle of field. — a. The angle of field or angular field of a 
lens is a property of the lens and may be defined as the angle sub- 
tended by lines that pass through the center of the lens and locate the 
diameter of the maximum image area within the specified definition 
of the lens. (See fig. 24.) It is the function of the particular type 
of lens to form properly an image within the desired angle. For 
example, wide angle lenses are made to “cover” wide angles and 
telephoto lenses a relatively narrow angle. 

86 

Digitized by CvOOqIc 

o 



Original from 
UNIVERSITY OF CALIFORNIA 




TM 1-219 

131-134 



AIR CORPS 



) 

h 

> 

> 

31 

3 

2 . 



J 

) 

i 



r i 
3 
) 
31 
) 
) 
) 




Fig ur* 24. — Angle of field of a lens. 



b. The covering power of a lens is the area of the focal plane lying 
within the circle determined by the angle of field. (See fig. 25.) 




132. Angle of view. — The angle of view is considered as the angle 
subtended by lines which pass through the lens to diametrically 
opposite comers of the plate or film used. This angle of view of 
the camera varies with the photographed image and the bellows 
extension. (See fig. 26.) 

133. Conjugate distances. — For every distance that an object 
may occupy with respect to a lens there is a corresponding distance 
for the image. The object and image are conjugate (coupled to- 
gether) to each other relative to the lens, and the corresponding 
distances from object and image to lens are called “conjugate dis- 
tances.” Any point of an image with its corresponding point of 
the object may be called “conjugate foci.” (See fig. 27.) 

134. Resolving power. — The resolving power of a lens is the 
optical ability of a lens to record minute lines or points clearly, dis- 
tinctly, and separately, and is a function of the effective diameter of 
the lens. The smaller the effective diameter of the lens, the greater 
the resolving power. 
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Figure 2(>. — Angle of view. 
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Figure 27. — Conjugate distances. 




135. Lens aberrations. — An aberration is the effect of an optical 
error and results from the deviation of light from its desired path 
through the lens to the image. There are seven aberrations which 
are common to lenses and are generally corrected in high grade 
photographic lenses. These aberrations are chromatic, curvature of 
field, spherical, coma, astigmatism, curvilinear distortion, and optical 
flare. Most high-grade photographic lenses are called ‘‘anastigmats” 
and are corrected for the first six of the named aberrations. Optical 
flare is present in all lenses since it is caused by reflections from the 
surfaces of the lens elements, but is somewhat reduced by the use 
of a suitable lens hood. Some of the latest high-grade photographic 
lenses are chemically treated on the surfaces exposed to air. This 
treatment is a recent discovery which greatly reduces optical flare 
within the lens. Although an anastigmat is corrected for chromatic 
aberration, the correction is not perfect since red rays focus a little 
beyond the focal plane. An apochromatic lens is one which is further 
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corrected for chromatic aberration and focuses rays of all visible 
colors on very nearly the same plane. This lens is also corrected 
for the other common aberrations with the exception of flare. In a 
lens which is to be used for photographic purposes, these seven major 
defects must be reduced to the lowest possible values in lens design 
by proper selection of glasses, lens thicknesses, curvatures of various 
surfaces, and spacing between the elements. 

136. Cleaning a lens. — A lens should be cleaned only when neces- 
sary. Lenses in storage in warm humid climates should be cleaned 
at least every 30 days to prevent the formation of fungus growth. In 
cleaning a lens, all loose dust should be removed by brushing with 
a soft camel’s-hair brush. A vacuum system may be used, provided 
care is exercised to avoid striking the lens. Breathing on a lens 
and polishing it with a clean soft cloth or paper lens tissue will assist 
in the removal of the oily film resulting from finger prints, etc. A 
solvent will not be used unless specified by a Technical Order and 
designated as such for the purpose. 

137. Care of a lens. — A lens should not be subjected to direct sun- 
light, excessive heat, moisture, injurious acid fumes, nor to the 
possibility of any physical damage. Prolonged exposure to direct 
sunlight, heat, or moisture may cause the lens elements to separate 
and allow air to enter between them. This will cause an adverse 
refracting of the rays of light, resulting in an inferior image projec- 
tion. Lenses should be stored in a dry place of moderate temperature, 
in a suitable container, and preferably capped. 
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138. Definition. — A filter is a medium used to regulate the in- 
tensity or color of light. 

139. Composition. — a. Some filters are made of dyed gelatin 
which is accurately compounded and the color standardized by com- 
parison with a permanent standard. Gelatin or “wafer” filters may 
be used as they are or they may be cemented between glass. Some 
gelatin filters, cemented or not, are susceptible to fading at high tem- 
peratures. If un cemented, extreme care should be exercised in 
handling, as fingerprints and dirt will lower the efficiency of the filter. 
The chief advantages of gelatin filters are: 

(1) They are available in a wide range of color or transmissions. 

(2) They are easily adaptable under various conditions: they can 
be cut to any shape; they can be used in front of the lens, behind, 
or between the lens elements; or if necessary, they can be used in 
front of the light source in any size because of the low expense in 
comparison to cemented filters. 

(3) In changing from one filter to another, there is no appreci- 
able change in focus of the image. Focusing may be accomplished 
with or without the filter because gelatin filters do not shift the 
plane of the image. 

6. Filters cemented between glass are of two grades, A and B , 
the letter denoting the optical quality of the glass. 

(1) The best cemented filter's are made with A glass which is 
ground and polished optically flat with both surfaces parallel. Fil- 
ters of this type can be used for the most exacting requirements in 
any type of photographic work. 
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(2) B glass filters are of good quality glass and are suitable for 
amateur and commercial work. The surfaces of the glass are plane 
parallel but are not ground optically flat, and are not recommended 
for use with lenses having focal length greater than 10 inches, espe- 
cially if large apertures are used with the lens. 

c. Colored glass filters are the most permanent in respect to color 
transmission but are neither available in such a wide variety as are 
dyed gelatin nor are they as easy to reproduce as to standardization 
of transmission. The color of these glass filters is determined by 
metallic salts which are added to the glass when it is made. Glass 
filters of this type are practically unaffected by temperature. They 
are made of A glass quality and therefore of high optical excellence. 

d. Any filters containing glass will move the plane of focus back 
slightly if they are placed in front of the lens. In many cases, such 
as landscape photography, this alteration is not important but when 
sharp images are required, it is necessary to focus with the filter in 
place. 

e. Quite often a filter does not transmit enough light for accurate 
focusing. If a cemented filter is to be used, “dummy” filters are 
placed in the filter position during focusing and replaced by the real 
filter for the photograph. The refraction of light and consequent 
“moving back” of the image plane is compensated for by the use of 
the dummy. A dummy consists of plain glass with no selective ab- 
sorption but nevertheless alters the image rays in a camera. 

140. Purpose. — The purpose of a filter is to aid the photographic 
emulsion by the proper modification of light. The effect desired in 
using a filter is orthochromatic rendition, exaggeration or elimina- 
tion of specified wave lengths, or exposure modification. 

141. Action . — A filter produces its effect by absorption but it also 
transmits light (fig. 28). A wave of light freely transmitted by a 
filter will photograph as gray or white provided the emulsion is 
sensitive to that wave length. If a wave is more or less fully ab- 
sorbed, it will photograph as dark or black. The greatest possible 
contrast in the use of filters is when photographing two colors, one 
of which is freely transmitted and the other fully absorbed. A filter 
may only partially absorb a color producing what is known as “re- 
tardation.” The color so retarded will then photograph as a shade 
of gray, the density of which will be dependent upon the absorption 
property of the filter to the particular color. A filter may also have 
the property of absorbing light without modifying a particular 
portion. 
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142. Factors. — The employment of a filter results in the absorp- 
tion of light to which the photographic emulsion is sensitive. The 
effective illumination is reduced, thereby necessitating an increased 
exposure. The number of times the exposure must be increased 
when using the filter as compared with the exposure necessary with- 
out the filter is known as the “filter factor.” The filter factor de- 
pends on the absorption properties of the filter, the color sensitivity 
of the photographic emulsion, and the quality of the light source. 

143. Care. — a. Gelatin filters should be kept in suitable envelopes 
when not in use and always stored in a clean dry place of moderate 
temperature, as dampness will cause the gelatin to wrinkle or curl. 
The bare fingers or hands should never be allowed to come in contact 
with the surface as grease and moisture from the fingers will cause 
spots and spoil the filter. It is practically impossible to clean a 
gelatin filter satisfactorily. 

b. If a gelatin filter is to be cut for a particular purpose, it should 
be placed between two sheets of clean paper to avoid touching either 
surface with the fingers. 

c. Cemented filters, when not in use, should be kept in suitable 
containers. They should not be subjected to excessive light, heat. I 
moisture, or to the possibility of any physical damage. Some gelatin 
filters will fade upon prolonged exposure to high temperature or 
bright light, the effect of which will change the color absorbing power. 
Heat or moisture may cause a separation of the glass elements from 
the gelatin and consequent deterioration of the filtering properties. 

d. Glass filters should be cleaned in a manner similar to that used 
in the case of lenses. They should never be allowed to become 
scratched or badly marked with fingerprints. Grease and dirt are 
best removed by breathing on a filter and then polishing it with a 
piece of soft, clean linen or lens tissue paper. If necessary, a glass | 
filter may be cleaned by dampening some fine tissue with a weak 
solution of alcohol and water and applying it to the surface gently. 
Care must be taken that this solution does not come into contact with 
the edge of the filter as the material with which the filter is cemented 
will loosen and allow air to enter between the glass elements. Any 
gritty material should be removed from the surface by gentle use of 

a camel’s-hair brush. 
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144. Primary colors. — a. The range of wave lengths included in 
white light extends approximately from 400 to 700 millimicrons. A 
millimicron is a millionth of a millimeter and is the common unit 
in measurement of wave length. This is the normal extent of vision 
and may be equally divided into three regions, 400 to 600, 500 to 600, 
and 600 to 700. If a filter transmitted the first group of wave lengths, 
its color would primarily be blue. A filter passing wave lengths be- 
tween 600 and 600 will be green, and a filter passing the last division 
of wave lengths will be red. From this division of the spectrum, it is 
evident that white light can be divided into three primary colors, 
red, green, and blue. (See fig. 29.) 




4vO .MO 600 700 

THC TMRCC COLOR SCNSATIOWS OF TMC erf 

Kioobb 29. — rrlumry colors. 



6. A filter is considered as red because it does not transmit blue and 
green. Therefore, blue and green will be subtracted from white light 
entering a primary red filter. A filter which absorbs red and green 
light appears blue and one which absorbs blue and red would appear 
green. When any one filter of a primary color is used, the other 
two primaries appear dark and the transmitted color appears light. 

145. Secondary or complementary colors. — A secondary color 
is a mixture of two primary colors. A filter of a secondary color 
will transmit two primary colors and absorb the third. For example, 
yellow is a secondary color. A yellow filter will absorb blue light 
but will transmit green and red. Another secondary color, blue-green, 
includes the blue and green regions of the spectrum. A blue-green 
filter transmits the primaries, blue and green, but completely absorbs 
red. The third secondary color is a blend of blue and red, and 
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absorbs the band of green in the middle of the spectrum. This blend 
of blue and red is known as magenta. The secondary colors are also 
called complementary. Yellow absorbs blue so it is complementary 
to blue. Blue-green absorbs red and is complementary to it. Like- 
wise, magenta absorbs green so it is complementary to green. Each 
of these secondary colors has a definite band of absorption in the 
spectrum (fig. 30). The absolute degree of absorption of a color 
depends upon the saturation or color concentration. For example, a 
saturated yellow will not pass blue, but a less concentrated yellow 
will transmit some blue. 




Pursue 30. — Color absorption bands in spectrum. 
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146. Colored objects. — Color is the visual interpretation of the 
various waves of visible light. It is caused by the absence of one 
or more radiations which are the components of white light. 

a. The color of an object is conditioned by the absorption prop- 
erties of the object itself. The object will reflect all light rays inci- 
dent upon it which are not absorbed or transmitted. The true color 
of an object is the color reflected when the object is illuminated with 
pure sunlight. Any alteration in the quality of the viewing light 
will cause a change, not in the absorption ability of the object but 
in the quality of the light reflected. A light ray which is not present 
in the illuminant cannot be reflected. This fact will cause a change 
in the color which is reflected. For example, if red is viewed under 
& red light, it will appear light. If viewed under blue or green 
light, it appears dark or black because the color of the viewing light 
is absorbed by the object. 

b. Visual sensitivity to color varies with the particular color. If 
a series of colored objects reflecting the same amounts of light are 
compared under diffuse daylight illumination, the yellow object will 
appear the most brilliant; green and orange will be less brilliant, 
but more so than red and blue. 

147. Photographic reproduction of color. — The result pro- 
duced when photographic emulsions are exposed to a series of colors 
receiving common illumination varies with the color sensitivity of 
the emulsion. The greater the sensitivity of the emulsion to a par- 
ticular color, the greater the density of the negative and the lighter 
the shade of gray in which the color will be reproduced in the print. 
The result obtained is also dependent upon the quality of the light 
source. For example, blue will photograph darker with artificial 
illumination than when daylight is used because of the deficiency of 
blue in artificial light. The response of any photographic material 
to the relative brightness in which colors are rendered with the 
material and light source may be altered by the application of a 
filter possessing selective absorption. 

148. Orthochromatic rendition. — The reproduction of color in 
its true aspect is called “orthochromatic rendition.” In photog- 
raphy, other than color photography, the rendition of color as color 
is impossible because color is recorded only in varying shades of 
gray. Therefore, when speaking of orthochromatic rendition in the 
ordinary photographic sense it is meant that the color brightnesses 
vill be in their relative shades of gray. 

a. In most outdoor photography and in the copying of colored 
subjects other than line drawings, orthochromatic rendition is the 
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aim sought. The filter used is termed an “orthochromatic filter.” 
A filter of this nature retards only those rays which are unusually 
actinic. Since with most emulsions the sensitivity is greatest among 
the shorter rays of the visible spectrum, the absorptive property of an 
orthochromatic filter is principally to blue and violet. Perhaps the 
simplest and most outstanding example of using an orthochromatic 
filter out of doors is photographing a scene with a blue sky. The blue 
sky normally will photograph light. To photograph the sky darker, 
filtering is necessary. The greater the corrective property of the 
filter, the greater the amount of blue in the sky will be absorbed and 
consequently in the print the sky will appear darker. The ortho- 
chromatic filter usually employed for this purpose is yellow. 

b. Many panchromatic emulsions are highly sensitive to red. Since 
red passes through yellow, the inherent sensitivity of the film to 
red will cause red to photograph too light in comparison with other 
colors. This emulsion sensitivity necessitates the use of an ortho- 
chromatic filter of some color other than yellow. In using these 
emulsions, the red or long wavelengths must be retarded as well as 
the blue or short wavelengths. Green filters are manufactured ex- 
pressly for the purpose and are of such properties that red and blue 
are retarded to the extent of permitting only enough exposure to 
reproduce them satisfactorily in their relative densities. 

c. In aerial photography, the primary purpose of a filter is haze 
elimination except when photographing for a special purpose such 
as camouflage detection. In the case of haze elimination, the de- 
sired result is orthochromatic rendition and clarity of detail (fig. 31). 
The actinic property of haze is particularly troublesome in that its 
action is so fast that the creation of the image formed by the light 
rays of objects cannot properly be recorded on the emulsion. Haze 
may be defined as the effect produced by rays of light emitted from 
tiny dust particles and moisture suspended in the atmosphere, such 
moisture and dust scattering the light rays. This scattering may 
be great enough to obscure visibility. It occurs through the entire 
spectrum, but is more pronounced among the shorter visible rays 
and the invisible ultraviolet. This fact and the fact that these waves 
are more actinic than others produce a photographic exposure ob- 
scuring the possibility of individual color or detail separation. A 
foggy effect with an inferior image recording is the result. A filter 
which will absorb the shorter waves (more actinic) eliminates this 
effect by preventing these waves from reaching the sensitized ma- 
terial. The particular filter used depends upon the amount of haze 

96 



y GoOQlc 
o 



Original from 

UNIVERSITY OF CALIFORNIA 




BASIC PHOTOGRAPHY 



TM 1-219 

148 







Original from 

UNIVERSITY OF CALIFORNIA 






TM 1-219 

148-150 



AIR C0BP8 



present. It is therefore a process of subtraction or absorption of 
light rays. 

149. Color exaggeration and elimination. — Filters used to 
exaggerate or eliminate a color or colors are generally referred to 
as contrast filters. They are chiefly used in the reproduction of col- 
ored line drawings. If it is desired that a colored line be eliminated 
from a drawing and the line is on a white ground, a filter which will 
freely pass the color should be used. The filter should either match 
the color of the line or be of a darker shade.* If the colored line is 
on a black ground, a filter which absorbs the color should be used. 
It may be necessary to intensify a color as in the case of a blue 
signature. Without a filter, the blue would photograph too light 
to the possible extent of losing its legibility. A red or a green filter 
absorbs blue and therefore one or the other may be used. The usual 
procedure is to use the red because reproduction is generally done 
with artificial light which emits a high percentage of red. The 
result will be a dense black reproduction on a white ground. 

a. To render a color lighter than it would appear with ortho- 
chromatic reproduction, a filter which selectively transmits light 
of the same color must be used; while to render a color darker, it 
must be photographed with the aid of a filter which absorbs light , 
of that color. 

b. By the use of contrast filters, any color in a subject may be 
emphasized or obliterated at will. Colored stains may be eliminated 
from prints, negatives, or lantern slides in reproduction by using 
a filter the color of the stain. Filters of the proper color may be 
selected by looking at the stain through the filters available. The 
selected filter should be one which will entirely, or as nearly as pos- 
sible, eliminate the stain. 

150. Exposure modification. — a. Neutral density -filter . — An ex- 
posure modifying filter is one which regulates the intensity of light 
transmitted. A neutral density filter merely reduces the amount 
of light thereby making possible a greater exposure time or its equiv- 
alent. It cannot be classed as a color filter inasmuch as a modification 
of color is not possible. 

b. Polarizing filters. — (1) The purpose of a polarizing filter is 
to reduce, not the general amount of illumination emitted from a 
subject, but particular reflections from the subject which are so 
bright they produce an excessive highlight exposure. 

(2) When light falls upon a subject, the light reflected has two 
components known as specular and diffuse. The specular component 
produces what is known as gloss. It enables one to see the image 
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of the light source more or less distinctly, as when looking at a 
glossy surface. A matte surface reflects almost entirely the diffuse 
component. The diffuse component is reflected in all directions, 
hence does not give rise to an appearance of glossiness nor will it 
reflect an image of the light source. Because of this, only those 
surfaces which reflect specular light can be used as mirrors. A body 
viewed from one position may reflect a very diffused light but when 
viewed from other angles may exhibit a very high percentage of 
specular reflection. Specular reflection may be so great that proper 
image registration of the reflecting body is impossible. A polarizing 
filter is a device which is used primarily to absorb specular reflec- 
tions. By adjusting the filter the percentage of this absorption can 
be controlled. About 50 percent of the diffuse component is absorbed 
at all positions of the polarizing filter. At a certain position all 
of the specular component is transmitted while at all other positions 
some of it is absorbed. At still another position all the specular 
light is more or less completely absorbed, depending upon the 
efficiency of the filter and the nature of the specular light. If all 
specular reflections are absorbed harsh contrasting reflections are 
eliminated. If the filter is so adjusted that all of the specular light 
is passed, its apparent presence is intensified. This is because the 
diffuse component remains approximately 50 percent absorbed. The 
image contrast will therefore be increased. Although subjects may be 
made to appear unnaturally glossy (lighting contrast increased) by 
the use of a polarizing filter, this change in contrast is not nearly so 
pronounced as it may be in the opposite direction. 

151. Special filters. — The filters previously discussed are for the 
purpose of absorption or transmission of visible light. Quite often 
it is desired to eliminate or make use of those light rays which are 
not visible to the eye but which may be exceedingly actinic to a 
photographic emulsion. These are invisible because of their lengths, 
but often for the same reason, they may prove exceedingly useful 
or harmful in photography. 

a. Infrared waves have the property of haze penetration to a much 
greater extent than the long waves of visible light. Therefore, infra- 
red photography is utilized most often where it is desired to elimi- 
nate haze and secure sharp definition and contrast on distant objects. 
Infrared filters, in general, will transmit only the extremely long 
visible light waves and the infrared waves so that in use photo- 
graphic exposures will be only to those waves. Photographic emul- 
sions manufactured for this purpose are particularly sensitized to 
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the infrared region but are also sensitive to blue, violet, and ultra- 
violet. Infrared filters will absorb the short wave lengths of light. 

b. Ultraviolet light is invisible but often degrades blue exposure 
because of its extreme actinic properties which affect all photo- 
graphic emulsions. For this reason, it is often necessary to absorb 
ultraviolet light to obtain true color rendition. Plain glass partially 
absorbs ultraviolet light but when complete absorption is the goal, 
a special filter is used. A filter of this type is visually color- 
less but actually is imbued with some chemical which has the prop- 
erty of complete absorption of ultraviolet light. If it is desired to 
utilize ultraviolet light, a filter is employed which will absorb most 
of the visible light but will transmit blue, violet, and ultraviolet. 
The short Wave lengths are often useful in producing images of high 
resolving power. 



100 



Digitized by GoOgle 



Original from 

UNIVERSITY OF CALIFORNIA 




BASIC PHOTOGRAPHY 



TM 1-219 

152-155 



Chapter 7 
SENSITOMETRY 

Paragraphs 



Section I. General 152-154 

II. Sensitometers 155-156 

III. Development 157-159 

IV. Density determinations 160-162 

V. Contrast determinations 163-167 

VI. Measurement of sensitivity 168-171 

VII. Application 172-173 



Section I 
GENERAL 

Paragraph 

Definition 152 

Scope 153 

Purpose 154 

152. Definition. — Sensitometry is the quantitive measurement of 
the response of photographic emulsions to light. 

153. Scope. — Since in the developing out processes the effect of 
exposure is apparent only after development, quantitive measure- 
ments of sensitivity are also measurements of the development 
effects. Sensitometric investigations involve the means of deter- 
mining and expressing quantitively — 

a. Speed or emulsion sensitivity. 

b. Degree of development under various conditions of development. 

c. Measurement and expression of contrast and maximum avail- 
able contrast under known conditions of development. 

154. Purpose. — Sensitometry provides a method whereby the ef- 
fect of exposure and development on a photographic emulsion may 
be studied systematically. In this way it is possible to select and 
control these factors so that the desired final photographic result 
may be obtained. 

Section II 
SENSITOMETERS 



r&ragraph 

Photographic exposure 155 

Sensitometric exposure 156 

L 



155. Photographic exposure. — Measurements of the response of 
an emulsion to light are based fundamentally on the density produced 
under given conditions of development by a known exposure. Expo- 
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sure is measured in terms of the illumination multiplied by the time 
during which the illumination acts. From this statement the funda- 
mental formula, E—IT , is evident, in which E is total exposure, I is 
illumination and T is exposure time. 

156. Sensitometric exposure. — a . Light source . — For consistent 
results, a standard light source is selected which closely approaches the 
type of illumination under which photographs are normally made. 
Incandescent tungsten light sources are generally used because they 
are easily controlled. To approximate daylight, a filter is used 
between the source of light and the emulsion in making the sen- 
sitometric exposure. The filter selected has a bluish hue because 
incandescent tungsten light predominates in the longer wavelengths 
which must be subdued. For highest precision, a liquid filter is most 
satisfactory, but practically, a gelatin filter of the proper transmission 
will suffice. The light source is operated at a constant voltage and 
amperage to maintain constant intensity and spectral distribution. 

h. Sensitometers . — A sensitometer is an instrument by which a series 
of progressive exposures is obtained on a photographic emulsion. 
Since exposure is defined as the product of intensity and time, one of 
these two factors is kept constant while the other varies. The expo- 
sures are made in a series of steps which are evident after develop- 
ment as increasing densities (fig. 32). Sensitometers are of two 
general types, the time scale and the intensity scale. 




Fiodrb 32. — Sensitometric strip. 



(1) If time is the variable factor of the exposure, the sensitometer 
is of the time scale type. A common method of obtaining step expo- 
sures on a time scale is to introduce a revolving cylinder in front of 
the film position. This cylinder has on its surface a series of open 
slits whose lengths vary in accordance with the exposure times desired 
(fig. 33). Usually the lengths of the slits increase logarithmically by 
consecutive powers, or roots, of 2. The most common time factor is 
the square root of 2; thus each step receives 1.414 times the exposure 
of the preceding step. Light is directed from the source toward a 
mirror within the cylinder and is reflected onto the film, thus causing 
the exposure. 

(2) An intensity scale sensitometer utilizes a screen which is placed 
in front of the emulsion. This screen is of increasing absorbing power 
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from one end to the other, and may be either of two types ; an optical 
wedge in which the light absorption is continuous due to gradient 
density, or a step wedge in which the increase is discontinuous in steps 
of geometric proportion with a power, or root, of 2 factors (fig. 34). 
This screen thus varies the intensity of light incident upon the emulsion 
while the exposure time remains constant. 





Fiqube 84. — Intensity scale sensltometer. 



Section III 
DEVELOPMENT 

Paragraph 

General _ 157 

Conditions 158 

8ensitometrlc strips 158 

157. General. — The effect of exposure is apparent only after de- 
velopment, therefore the conditions of development must be standard- 
ized to secure accurate and reproducible results. In establishing stand- 
ards for developers and development conditions, consideration must 
be given to the purpose for which the sensitometric work is being done. 
Since the characteristics of an emulsion can be considerably modified 
by the constituents of a developer, it becomes evident that if informa- 
tion is to be obtained for practical purposes, the standards adopted 
must be consistent with those of practical photography. 
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158. Conditions. — a. The technique of development employed in 
sensitometry is similar to that required in all photography. It differs 
in that more attention must be paid to such important factors as 
uniformity of development, temperature of development, agitation of 
developing solutions, and prevention of marks, abrasions, streaks, or 
stains. 

6. Since the sensitometric procedures should be consistent with 
photographic practice and should also be reproducible, it is necessary 
to maintain normal conditions of development. Constant and vigor- 
ous agitation of the developer is essential to uniform and reproduci- 
ble development. Solutions must be accurately made for consistent 
results. Temperatures of solutions must be kept constant and 
conform with those of normal working conditions. 

159. Sensitometric strips. — To measure accurately the sensitiv- 
ity of an emulsion, it is necessary to expose several strips of film in 
the sensitometer. These strips are then developed under specified 
and controlled conditions for different lengths of time. The develop- 
ing times vary according to the emulsion and the developer, but gen- 
erally the range of development time includes under development, 
normal development, and over development. The difference in de- 
velopment time will produce a difference in contrast. When devel- 
opment has progressed to a certain stage, dependent upon the emul- 
sion, the developer, and other factors, contrast no longer increases 
with additional development time. When this point is reached, 
maximum available contrast has been achieved for the emulsion in 
the developer being used. 



Section IV • 

DENSITY DETERMINATIONS 



Paragraph 

Density 160 

Measurement of density 161 

Density exposure relation 162 



160. Density. — In development the exposed silver halide crystals 
are changed into grains of metallic silver. The degree of concentra- 
tion and the magnitude of the silver deposit in the emulsion is 
expressed as “density.” If a great many particles of silver are pres- 
ent, and do not allow much light to pass through the portion of the 
emulsion containing them, this portion will be very dense . Density, 
then, may be expressed in terms of the amount of light transmitted, 
or in the case of photographs on paper, the amount reflected. 
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a. A photograph of a subject contains highlights and shadows 
similar to those of the subject. In the negative, the highlights are 
represented by the heavy deposits of silver or the greater densities. 
The shadows, which represent the areas of least exposure, are the 
low densities or small silver deposits. These differences in density 
are apparent visually and may be expressed as low or high densi- 
ties. Halftones are the intermediate densities between highlights 
and shadows. 

b. In sensitometry, density is expressed as a definite valuation; 
therefore mere visual inspection of a silver deposit in a photo- 
graphic image is unsatisfactory. For quantitative measurement of 
sensitivity, the magnitude of a silver deposit is determined optically 
by the amount of light which is transmitted or reflected. Density 
is expressed in terms of the light incident upon a negative and the 
light transmitted through the negative. The ratio of incident light 
to transmitted light is termed “opacity” and is the expression of 
the amount of light absorbed. Transmission is the ratio of trans- 
mitted light to incident light. Density is the logarithm to base 10 
of the opacity, or the logarithm of the reciprocal of the transmission. 

D=log 0=log f 

The conversion of density values to transmission values is simple. 
A density of 0.3 for example represents a transmission of y 2 or 50 
percent. A density of 0.6 has twice the opacity of a density of 0.3 
and its transmission is *4 or 25 percent. Figure 35 gives transmission 
values for a range of densities. 



Density .. 


0. 15 




0. 45 


0. 6 


0. 9 




B 


3. 0 


Transmission (percent). 

1 




50 


M 


25 


12. 5 


10 


1 


0.1 



Fiocm 35. 



The transmission value given is the percentage of incident light 
which is transmitted by a given density. From any density value, 
the transmission can be computed by finding the antilogarithm of 
the density value. This antilog can be found in a logarithm table 
and is the opacity value, of which the transmission is the reciprocal. 
The following problem shows the procedure for computing trans- 
mission from density value: 

densitv=.75 antilog .75=5.656=opacity 

^ 1*11 

O— f T= jy - .177 = 17.7 percent 
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For complete understanding of density (exposure relations), a work- 
ing knowledge of logarithms is essential but for manipulation of 
density values and subsequent computations, a knowledge of the use 
of logarithmic tables is sufficient. 

161. Measurement of density. — a. The instrument used for the 
measurement of density values is called a “densitometer.” There 
are many kinds of densitometers, but the principle involved is the 
same in each. The fundamental features of any densitometer are a 
source of light to provide the measuring beam which passes through 
the negative, a means of limiting this beam to the desired area of 
the negative, and a means of comparing the brightness of this beam 
with that of another from the same source which does not pass 
through any portion of the negative. In this way, a direct compari- 
son is accomplished between the incident beam of light and the 
beam which passes through the desired area of the negative. A 
common method of comparison is to adjust the beam which does not 
pass through the negative until it is equal in intensity to the trans- 
mitted beam. The means of varying this beam which does not pass 
through the negative is calibrated to read density values. The 
density of a certain area can be read directly from this scale when 
the incident and transmitted beams are balanced. 

b. Figure 36 contains a diagram illustrating a common principle 
of densitometry. It will be noted that the negative is placed on the 
stage /. Light from the source A is split into two beams, one pass- 
ing directly through the negative to the eyepiece /, and the other 
beam traveling from the lamp to the mirrors B, D, and E, where it 
is reflected onto a split mirror F. It is reflected from this mirror 
to the eyepiece where a split field is observed. The wedge W con- 
tains an area C of gradient density. By rotation of the wedge, areas 
of different density can be interposed in the beam from the mirrors, 
thus changing its intensity. The split field in the eyepiece is 
balanced by rotating the wedge until the field of the beam which 
passes through the negative has been equaled in intensity by the 
proper variation of the intensity of the beam from the mirrors. 
The reading of density of the desired area in the negative is obtained 
from a calibrated scale on the edge of the gradient wedge. 

162. Density exposure relation. — The relation between exposure 
and the photographic response of a material is usually presented in 
the form of a graphic curve in which density is plotted against the 
logarithm of the exposure. The exposure is generally expressed in 
terms of the illumination on the exposure plane of the sensitometer, 
as measured in meter candles, and the time of the exposure on any 
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meter candle seconds. Graphically, each individual density 
plotted against the corresponding exposure which produced it. 
typical resultant curve is shown in figure 37. 
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а. This method of expressing sensitometric data was developed by 
Hurter and Driffield and is frequently called the H and D curve, 
the characteristic curve, or the D - log E curve. 

б. For the greater part of its length, this curve is a straight line. 
Throughout the straight line region, the logarithm of the exposure is 
proportional to the density produced. Since density is the logarithm 
of the opacity, it is evident that the opacity is proportional to the 
exposure within the straight line portion of the curve. The straight 
line then represents the region of correct exposure. Within this 
range, density increases proportionally with the logarithm of expo- 
sure of the logarithm of subject brightness. 

c. The lower portion of the curve is called the “toe,” and is concave 
to the exposure axis. There is no definite relationship between the 
exposure and density in this portion of the curve. The toe of the 
curve is widely used in making negatives, and is often referred to as 
the region of underexposure. 

d. The upper portion of the curve, which is convex to the exposure 
axis, is called the “shoulder.” The increase in density, with exposure 
difference, decreases steadily as exposure increases, finally becoming 
zero. This portion of the curve represents the region of overexposure. 

e. Beyond the point where zero is reached, an increase in exposure 
will produce a decrease in density so that a positive would result 
instead of a negative. This is called the “period of reversal.” This 
period would be the result of abnormal overexposure and has no 
practical value. 

Section V 

CONTRAST DETERMINATIONS 

Paragraph 



Effect of development 163 

Determination of gamma 164 

Time-gamma curves 165 

Development latitude 166 

Gamma Infinity 167 



163. Effect of development. — An increase in the development 
time under given conditions of development will produce an increase 
in density, the increase being greater for the higher densities than the 
lower densities. This means, that for a given exposure increment, 
the density differences are increased. As the density difference in- 
creases, the angle between the straight line and the log exposure axis 
also increases. Since this increase in the angle represents a differ- 
ence in contrast between densities, it is therefore a measure of the 
degree of development, and variation in contrast by development 
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may be expressed in terms of the measure of this angle. Generally 
it is expressed as gamma and is the tangent of the angle, or the 
ratio between the difference of any two densities on the straight line 
and the difference in logarithms of the corresponding exposures. 

a. When gamma is equal to 1.0, the density differences are equal to 
the differences in logarithms of the exposures on the straight line 
portion. In a photograph, these exposures are the direct result of 
brightness differences in the subject; therefore, with development to 
gamma 1.0, the differences in density are proportional to the loga- 
rithm of the brightnesses of the corresponding parts of the subject. 
The ratio of opacities then, since density is the logarithm of opacity, 
is the same as that of the representative brightnesses. With develop- 
ment to gamma less than 1.0, the opacity difference is less than bright- 
ness difference in the subject. When gamma is greater than 1.0, the 
opacity difference is greater than subject brightness differences. 

b. The opacity differences determine the contrast of the negatives, 
therefore gamma is proportional to contrast when the maximum and 
minimum densities of the negative lie on the straight line portion of 
the curve. If some portions of the subject are represented by densi- 
ties which are not on the straight line, then gamma does not represent 
the true contrast of the negative. 

164. Determination of gamma. — a. The value of gamma may 
be determined by use of the formula : 



Gamma (y) = 





log#, -log E , 



Draw two perpendicular lines from the exposure axis to their points 
of intersection on the straight line portion of the curve. Determine 
the densities at the points of intersection and substitute both density 
and log E values in the formula. The value of gamma may be found 
in this manner for any H and D curve (fig. 38). 

b. In practice, a transparent scale called a “gammeter” is used to 
determine gamma. Figure 39 shows one form of gammeter commonly 
used in sensitometry. In use, the arrow is placed on a point along 
the straight line of the curve. The base of the gammeter is placed 
on a line paralled to the log E axis. The vertical axis of the gam- 
meter will then be intersected by the straight line portion of the curve. 
At this intersection the gamma for the H and D curve is read from the 
calibrated scale. 

165. Time-gamma curves. — Among other factors, gamma is a 
function of developing time and increases proportionally. If a 
series of sensitometric strips are developed under equal conditions for 
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Figure 40. — Group of H and D curves 
Figure 39. — A type of gammeter. showing gamma increase. 

different times and the resulting densities of each strip plotted, the 
result will be a group of H and D curves of increasing gamma (fig. 
40). If the values of gamma are plotted on another graph against 
developing times, the curve will show the relation between develop- 
ment time and gamma for the emulsion in use. This curve is called 
a “time-gamma curve” and from it can be determined the developing 
time necessary to produce any desired gamma for a specific material 
in the developer being used. Conversely, gamma can be read from 
the curve for a given developing time. (See fig. 41.) 
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166. Development latitude. — a. Occasionally it is not necessary 
to obtain an absolute gamma but certain tolerance may be allowed. 
Processing must be kept within limits and developing time must not 
exceed a given time or fall below a corresponding minimum. This 
range of developing time to produce a given tolerance in gamma ia 
termed “development latitude.” 

b. Development latitude may be determined from a time-gamma 
curve when the tolerance in gamma is specified (fig. 42). It is a very 
important characteristic when sensitive materials must be developed 
to specified gamma as in the processing of motion -picture sound 
records. 

167. Gamma infinity. — Contrast, or the value of gamma, in- 
creases with development time. This reaction is definite; that is, a 
certain point is reached, with prolonged development, where contrast 
no longer increases. Due to the addition of development fog, the 
value of gamma decreases beyond the point of maximum contrast. 
The reason is that the heavy densities have reached a maximum and 
further development builds up the densities of the lesser exposed areas 
thereby lowering contrast. This maximum available contrast is 
termed “gamma infinity.” 

a. The value of gamma infinity depends chiefly upon the sensitized 
material but varies to some extent with different developing agents. 

b. Gamma infinity may be determined experimentally but since very 
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high densities are involved which may be fog due to long develop- 
ment, the process is subject to experimental errors. Gamma infinity 
is generally determined by calculation from lower values of gamma. 
Calculation of gamma infinity involves the use of two sensitometric 
strips, one of which is developed twice as long as the other. All other 
conditions of development are the same for both strips. For safety, j 
the longer time of development is usually made short enough to avoid I 
reaching gamma infinity in development. The following formula is 
used in computing gamma infinity : 

7 is the symbol of gamma 
(7,)* 

^ °° = 2t7— 7i 

72 is reached in twice the time necessary to obtain y,. 

Section VI 

MEASUREMENT OF SENSITIVITY 



Paragraph 

Emulsion speed 168 

Speed determinations 160 

Latitude 170 

Spectral sensitivity 171 
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168. Emulsion speed. — Several methods of expressing emulsion 
speed exist and are widely used in photography. Absolute values 
of film speed have little significance since true speed or sensitivity 
depends largely upon processing conditions. Relative speeds have 
definite practical value since they present a direct method of compar- 
ing emulsions. By different methods, an arbitrary number to desig- 
nate speed is assigned to each kind of emulsion. This number serves 
as an index to the relative speed of the emulsion. In each system, the 
number increases with the sensitivity, but the different systems are 
inconsistent and do not always produce results which are comparable 
with one another because different criteria are used in determining 
speeds in the various systems. 

169. Speed determinations. — The most widely used systems of 
determining sensitivity of emulsions are based on four principles as 
follows : 

a. Threshold speed. — (1) This method of determining speed is 
based upon the exposure necessary to produce the least perceptible 
density (fig. 43). A fast emulsion is one which will produce a 
perceptible density with relatively low exposure, and conversely, a 
slower emulsion will require more exposure to produce an equal per- 
ceptible density. 




(2) The most familiar speed rating based upon threshold speed is 
the Scheiner rating. Since there is no fixed relationship between 
threshold exposure and that required for satisfactory rendering of 
the gradations of the subject, the threshold exposure method is in- 
adequate for measuring the effective speed of an emulsion. 

b. H and D speed . — When the straight line portion of an H and D 
curve is extended to intercept the log E axis, an exposure is indicated 
which is termed the inertia (fig. 44). The reciprocal of the inertia 
indicates the speed of the material. This value is often less than 
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unity so that it is customary to multiply it by some constant to obtain 
a convenient system of numbers. The number selected as the factor 
in the American system of H and D speed is 10. 




(1) If a developer contains bromide or the emulsion contains free 
bromides, the value of inertia varies with the degree of development. 
The intersection of the extended straight line of the characteristic 
curve with the log E axis shifts to the left as gamma increases. Thus 
the effective speed of an emulsion increases as development is pro- 
longed. For each time of development there is a corresponding 
H and D speed. 

(2) H and D speeds are indicated by numerical values which are 
directly proportional to sensitivity. For example, an emulsion rated 
as 1,300 H and D is twice as fast as one rated at 650 H and D. 

c. Weston speed ratings. — (1) General . — A modification of the 
inertia speed rating ( H and D) is the Weston method by which in- 
ertia and the latitude of the emulsion are considered. In this system, 
the speed is determined from the ZMog E characteristic of the film 
which is processed to the value of gamma most often encountered in 
practice for that particular emulsion. 

(2) Method of comjmtalion (fig. 45). — Emulsion speed is inversely 
proportional to the exposure required to produce a given density. 
The following formula is used to compute Weston speeds: 




Where W = Weston speed number 

e n — exposure required to produce a 
density of 1.0 X gamma 

The density is multiplied by gamma to avoid any discrepancy in 
speed arising from slight variations in gamma and speed is then 
specified for that gamma. Miniature camera film is usually devel- 
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oped to gamma =0.8. Most other types of film are developed to 
gamma =1.0, or the gamma which reproduces subject brightness. In 
measurement of speed by the Weston system, the exposure necessary 
to produce the given density is determined from the Z>-log E curve 
of the desired gamma. Exposure in sensitometry is measured in 
meter candle seconds which is the exposure unit indicated on the 
D - log E curve. 




(а) If a particular film attained the specified density with an ex- 
posure of 0.125 meter candle second (M. C. S.), the calculation of the 
speed rating would be obvious from substitution in the formula, or 

4 4 

W r =~=-y 25 = 32 and the film has a Weston speed rating of 32. 

(б) The light source in the sensitometer simulates daylight in 
its quality when the emulsion speed is to be determined for daylight. 
If the speed is to be measured for any other lighting, the quality 
of this light must likewise be simulated in the sensitometer. 

d. Minimum useful gradient . — (1) In practice, the speed of a 
photographic emulsion is determined by the exposure necessary to 
reproduce the differences in brightness in the shadow portions of 
the subject. The speed, then, is determined by the exposure neces- 
sary to produce a suitable difference in density and not that required 
to produce any particular density. Differences in density deter- 
mine the slope, or gradient, of the ZMog E curve. The maximum 
gradient is attained in the straight line portion of the curve, and 
throughout this region the gradient is constant. There is no fixed 
gradient within the toe of the curve and the gradient decreases 
as the densities decrease. The point on the toe of the curve where 
the density difference is just sufficient to produce acceptable tone 
reproduction in the print is known as the minimum useful gradient. 

(2) A common method of determining speeds by this principle 
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involves drawing the characteristic curve and selecting the exposure 
at which the gradient of the curve is 0.3 that of the average gradient 
for a log exposure range of 1.5. The origin of this exposure range 
is taken at the speed index point. (See fig. 46.) 




Figuhk 46. — Minimum useful gradient. 



170. Latitude. — a. The scale of tones which can be reproduced 
by a film is known as the exposure range or exposure latitude. This 
range is indicated on a characteristic curve as the exposure interval 
between a point fairly low on the toe and another point located on 
the shoulder (fig. 47). As the brightness range in most scenes is 
considerably less than this exposure range, wide latitude is given 
in the choice of camera exposures. The latitude, or exposure scale, 
of a photographic emulsion is the range of exposures for which there 
is adequate density gradient for the desired result. While latitude 
is often associated with the straight line portion of the characteristic 
curve, normally a greater portion of the curve is used than the 
straight line. 

b. Latitude is a very important characteristic of a sensitive emul- 
sion because it indicates the range of brightnesses in a subject which 
can be satisfactorily recorded in a negative. The latitude of most 
negative materials is generally much greater than the range of 
brightnesses in a majority of subjects. The normal range of sub- 
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jecfc brightness is about 1-30 and only in exceptional cases does it 
exceed 1-100. Average latitude of negative materials is approxi- 
mately 1-200, but is frequently considerably greater. The greater 
the latitude of an emulsion, the greater is the tolerance in exposure 
of the subject to produce an acceptable negative. For any given 
material, the greater the range of brightnesses in the subject, the 
less the tolerance in exposure. The selection of an emulsion to photo- 
graph a particular subject is greatly influenced by its latitude. 




171. Spectral sensitivity. — The variation in the response of a 
photographic material with the wave length of the radiation to 
which it is exposed constitutes what is known as “spectral sensi- 
tivity,” or as frequently termed “color sensitivity.” The rendition of 
colors of a subject depends upon the spectral sensitivity of the 
emulsion in use. The measurement of spectral sensitivity involves 
the isolation of separate regions of the spectrum and determination 
of the response of an emulsion to the radiations within these regions. 

Section VII 
APPLICATION 



Paragraph 

General—. - - — 172 

Practical 173 



172. General. — The principles and results of sensitometric deter- 
minations are employed in all branches of photography, but actual 
measurement of sensitivity is more or less limited to technical and 
scientific aspects. These determinations are used principally as con- 
trols in the production of accurate and consistent results. Every 
photograph is made under conditions which are determined in 
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sensitometric work. The photographer selects an emulsion for a par- 
ticular job, not haphazardly, but for definite reasons. If the subject 
has a great brightness range, he selects a film which has sufficient 
exposure latitude as determined for him by sensitometry. The speed 
of the emulsion regulates the exposure and an emulsion of suitable 
speed is selected for the subject. The particular type of lighting in 
use governs the selection of a material with appropriate color sensi- 
tivity. When the exposure is complete, the emulsion must be proc- 
essed. Sensitometry again tells the photographer what developer to 
use for the particular emulsion to obtain proper tone gradation in the 
negative. He must know the degree of development necessary to re- 
produce the contrast of the subject as determined by the time, tem- 
perature, and condition of the developer. After the negative is 
finished, the next phase in the production of the photograph is to 
produce the positive. If the positive is on paper, the photographer 
must know what paper to use regarding contrast and tone and the 
conditions of development. It is unnecessary for any photographer 
to understand perfectly how all sensitometric measurements are made, 
but a complete understanding of the principles involved is an unde- 
niable aid in the production of superior photographs. Proper selection 
of materials for particular or general work undoubtedly is the result 
of sensitometric principles. Fundamentally, similar problems con- 
front every photographer in every branch of photography, so that 
sensitometry applies every time a photograph is made. 

173. Practical. — Sensitometry is applied extensively in several 
branches of technical photography. Among these are the motion- 
picture industry, color photography, and the manufacture of sen- 
sitized materials. 

a. Motion pictures. — (1) In the processing of motion-picture film, 
sensitometric methods of developer testing and control are employed 
exclusively. To insure the desired result in the projected image, it 
is essential that the materials are developed to a definite gamma. 
This can only be attained when the degree of development can be 
controlled, and is especially true in the case of processing sound track 
which is very susceptible to any change of development contrast. 

(2) The time of development necessary to produce the desired 
gamma is determined by developing several sensitometric strips. 
These strips are developed to different times and the degree of de- 
velopment or gamma of each strip ascertained from the time-gamma 
curve which in turn establishes the time of development necessary 
to attain the specified gamma. If the desired gamma is not reached 
within a specified time, the developer is not sufficiently active and 
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replenisher must be added to bring the developer up to a standard con- 
dition or new developer made. In large scale production, tests are 
usually made at half-hour intervals. 

b. Color photography. — (1) An example of the use of sensitometry 
in color photography is the production of separation negatives for 
color printing. These negatives are made with different filters and 
consequently must be developed differently to obtain equivalent re- 
sults since development contrast varies with the color of light to which 
an emulsion is exposed. The determination of the degree of develop- 
ment of these individual negatives would be impossible by any other 
method than sensitometry. The filter factors for the particular emul- 
sion must be accurately known to expose properly the negatives. 
These factors are easily and accurately determined by sensitometric 
means whereas any other method would be lengthy and inaccurate. 

(2) Another application to color photography is the processing 
of Kodachrome film. While this processing is not influenced by the 
photographer, the importance of sensitometry is still evident. Koda- 
chrome processing is rather complicated and delicate, and necessitates 
careful control. Sensitometric strips on Kodachrome are read by 
means of a color densitometer which has three gradient wedges of 
red, green, and blue, the primary colors. Three H and D curves are 
plotted for each strip. If the three coincide in the straight line por- 
tions, the color balance is that of a neutral gray. If the curve for 
any color varies from this coincidence in relation to the other two, 
it is evidenced by a sideward shift and the processing can be adjusted 
accordingly to obtain correct color balance. 

c. Erwulsions . — The most important application of sensitometry is in 
the manufacture of emulsions. Since the ordinary photographer sel- 
dom has facilities for making accurate sensitometric determinations, 
the manufacturer must do it. Every emulsion manufactured for 
professional and amateur photography is thoroughly tested. Com- 
plete recommendations are issued concerning all films, plates, or 
papers so that any photographer can intelligently use and process any 
emulsion. Understanding of sensitometric principles is invaluable to 
every photographer in his selection of a proper emulsion to fit a par- 
ticular or general need and for intelligent and accurate processing. 
The photographer who makes superior photographs consistently, un- 
doubtedly has a working knowledge of sensitometric principles. 
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GROUND CAMERA PHOTOGRAPHY 
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Section I 
GENERAL 

Paragraph 
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Types of cameras 176 



174. Scope. — Ground camera photography embraces the making 
of any negative with a ground camera and its allied equipment. 

175. Purpose. — Ground camera photography includes the mak- 
ing of photographs for the purpose of military intelligence, historical 
record, and technical information. It includes the photographing 
of airplanes or parts thereof, equipment, machine parts, construction 
work, buildings, military activities, personnel, etc. The cameraman 
will use the type of ground camera best suited for the purpose. 

176. Types of cameras. — Ground cameras may be divided into 
three classes as follows: 

a. View cameras . — View cameras are portable cameras generally 
used on a stand or tripod and have adjustments permitting restitution. 

b. Hand cameras . — Small portable cameras that are held by the 
operator are hand cameras. They produce a smaller size image than 
the average view camera and since they are held in the hand, they can 
be used under conditions impractical with a view camera. 

c. Copying cameras . — Cameras designed especially for photographic 
reproduction are copying cameras. Although usually portable, they 
are generally cumbersome and therefore not easily transported. Their 
use differs so much from that of the view and hand-held type cameras 
that a special chapter on copying (ch. 11) is included in this manual. 
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177. Setting up camera. — To use a view camera it should be 
secured to a tripod. For subjects such as landscapes, buildings, 
machines, and the like, the camera should be leveled. For special 
effects and some types of “close-up” work the camera may be placed 
at any desired angle. When so used special precautions must be taken 
to insure the rigidity of the camera and tripod. 

178. Use of the sliding block. — The sliding block is a device 
to which the camera must be secured. It is adjustable to different 
positions on the camera track. When photographing close-up sub- 
jects at an acute upward or downward angle the sliding block may 
be used to change the position of the camera on the track, thus alter- 
ing the scale of the photograph. It may also be used to balance the 
camera when a long bellows extension is used. It will also permit 
the location of the lens directly over the center of the tripod screw, 
facilitating panoramic exposures which overlap at a point of uniform 
scale by allowing the turning of the camera with the lens remaining 
on a common axis. 

179. Movable lens board. — The lens board of a view camera 
should be provided with a mechanism which will raise and lower 
the position of the lens and also move it in a lateral direction. This 
feature is used for properly placing the image of the subject on the 
ground glass. The lens should not be shifted so far in any one 
direction that the image on the focusing screen will fall outside the 
accepted angle of illumination. 

180. Use of vertical tilt and horizontal swing. — View cameras 
are equipped with a vertical tilt and horizontal swing. The ver- 
tical tilt is a device by which the ground glass can be tilted forward 
or backward on a horizontal axis. The horizontal swing is a device 
by which the ground glass can be swung forward or backward in 
a horizontal direction on a vertical axis. These devices are used for 
two distinct purposes; improvement of focus and restitution of the 
image. When either the vertical tilt or horizontal swing is used 
to improve the focus, the perspective is changed from the normal. 
Likewise, when used to improve perspective, certain parts of the 
subject will be thrown out of focus. 
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a. If a camera on the ground is focused at about midway to the 
top of a tall building, an inspection of the image on the ground glass 
will disclose the following : 

(1) The image of the building is inverted (m the ground glass. 

(2) Both the lower part and top of the building are slightly out of 
focus. 

(3) The vertical lines of the building converge toward the top. 

b. The lower part of the building is out of focus because it is 
nearest the lens and will focus in a plane farther from the lens than 
the vertical plane of the ground glass. The top of the building is 
out of focus because it is farthest from the lens and will be in focus 
in a plane nearer the lens than the plane of the ground glass. If 
the vertical tilt of the camera is adjusted so that the bottom part of 
the ground glass is moved toward the lens and the upper part is 
moved away from the lens, the upper and lower parts of the image 
will approach sharp focus. An inspection of the image will reveal 
that while the focus is improved, the vertical lines of the building 
are more convergent than they were when the ground glass was in 
its original vertical position. If, on the other hand, the vertical 
tilt of the camera is tilted so that the top part of the ground glass is 
nearer the lens, the ground glass will be in a plane more nearly 
parallel to the vertical plane of the building and the vertical lines 
of the image will correspond more closely to the vertical lines of the 
building. (See fig. 48.) It will also be observed that the extrem- 
ities of the image are not in sharp focus. As a rule, the lens aper- 
ture can be reduced sufficiently to bring these parts into sharp focus. 
If not, the distance from the camera to the building must be in- 
creased. If this distance cannot be increased, it is better to com- 
promise the adjustment than to have any part of the image out of 
focus. If a camera, is pointed downward on a subject, the same diffi- 
culties will be encountered but perspective will be exaggerated in 
the opposite direction. 

c. In photographing a horizontal subject with the camera near 
one end, the effect will be the same but in a horizontal direction. 
In this case, the horizontal swing is used to remedy the difficulty. 

d. There are occasions when the vertical tilt or horizontal swing 
must be used to secure sufficient depth of field with a sacrifice of good 
perspective. Often these camera adjustments are used to correct 
perspective at the expense of securing sharp focus, but generally 
it is possible to stop down the lens sufficiently to secure both good 
perspective and sharp focus. 
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e. Some cameras are equipped with attachments which permit 
the lens to be tilted on both a vertical and horizontal axis. These 
adjustments are used for the same purposes as the vertical tilt and 
horizontal swing, but primarily for the correction of focus. They 
are also used in conjunction with this tilt and swing to give a greater 
range of adjustments for corrections. A camera that is additionally 
equipped with a tilting bed may be tilted upward or downward, 
permitting a better control of perspective through the proper manip- 
ulation of the “swings.” Vertical lines can be made to remain ver- 
tical and parallel horizontal lines made to converge slowly or not 
at all: Thus a great depth of field is possible with the lens at full 
aperture, permitting exposures to be made at larger apertures with 
greatly improved accuracy of focus. 

Section III 
HAND CAMERA 



Paragraph 

General 181 

Adjustments 182 

Accessories 183 

Vernier focusing scale 184 

Built-In shutter lock 185 

Reflex type 186 

Range finders . 187 



181. General. — This type of camera is designed for general utility 
and will accommodate roll film, cut film, and film packs. These cam- 
eras are often fitted with both focal plane and between-the-lens shut- 
ters. When equipped with a lens-coupled range finder and synchro- 
nous photoflash, such cameras are useful for news, sport and informal 
group photography. The synchronized flash is often used as a sup- 
plement to daylight to illuminate shadows, in weak daylight, or at 
night when there is insufficient light for exposures. Being fitted with 
well-corrected anastigmat lenses from // 4.5 to f/ 2.8 maximum working 
aperture and having focal lengths from Sy 2 to 6y 2 inches, these cameras 
can be used frequently to obtain photographs that would be impossible 
with a view camera making 8- by 10-inch negatives and using a lens 
of 12 inches focal length. 

182. Adjustments. — Focusing is accomplished for infinity by 
drawing the camera front outward until it reaches the infinity stops 
that are bolted to the bed track. These stops should not be moved 
from their set position. For distances less than infinity, the camera 
front is moved forward with the bed track by a rack and pinion device. 
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183. Accessories. — In addition to the synchronized range finder, 
the graphic type of hand camera is fitted with two view finders, 
the peep sight and the parallax. The peep sight (fig. 49) has two 
parts, one attached to the rear of the camera body and the other 
a wire frame attached to the camera front. If the wire frame and 
the rear sight are raised and the eye brought close to the rear sight, 
all that can be seen in the wire frame will be included in the picture. 
This type of view finder is very useful when making action photo- 
graphs. The parallax view finder is a tubular device mounted at the 
top right side of the camera body. It has adjustment for parallax 
and provision in the front, which is removable, for accepting inter- 
changeable masks for use with lenses of different focal lengths. The 
small dial at the back of the finder has markings which indicate dis- 
tances corresponding to subject distance. To use the finder, set the 
dial to the figure most closely corresponding to the distance from the 
subject. If the subject is then centered in the finder, it should also be 
centered on the ground glass of the camera. It is recommended that 
the camera be mounted on a tripod and the ground glass image be com- 
pared with the finder image to see how closely the margins of each 
coincide. (See fig. 49.) 




Figubb 40. — View Under and Vernier focusing scale. 
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184. Vernier focusing scale. — The graphic type of camera is 
fitted with a special Vernier focusing scale (fig. 49) consisting of 
two parts, one on the camera bed and one on the movable track. To 
focus, pull the camera front outward until it rests against the infinity 
stops. Adjust both scales until the distances coincide with the 
camera-to-object distance at one of the scale markings. Intermediate 
distances can be proportionately estimated. This scale must be used 
only with the regular camera lens to which it has been adjusted. It 
is advisable that the lens aperture be reduced as much as prevailing 
light conditions will permit if depth of field becomes a factor, which 
must be considered. 

185. Built-in shutter lock. — The purpose of this lock is to keep 
the focal plane shutter open and prevent its accidental release when 
the between-the-lens shutter is in use, such as for making synchro 
flash photographs. This lock is located directly below the shutter 
release lever and is released by winding the focal plane curtain or 
manually by pushing it forward. 

186. Keflex type. — Another type of hand camera is known as the 
“reflex” wherein a mirror is placed at a 45° angle between the lens 
and the focusing screen. The purpose of this device is to show the 
image right side up on the ground glass and so be able to focus 
right up to the moment of exposure. The upper end of the mirror, 
being pivoted, is immediately released on pressing the shutter release 
lever to close tha top of the camera thereby preventing light from 
fogging the film. 

187. Kange finders. — A valuable accessory to any camera is a 
range finder by which the operator is able to measure accurately the 
distance from the lens to the object. The lens-to-film distance may 
then be set by means of the focusing scale. If the range finder is lens- 
coupled, the act of measuring the distance automatically sets the lens 
film distance. In some range finders, the field of view is divided, 
one-half being displaced when the field is not in focus. In others, 
two complete images are visible until the correct adjustment is 
obtained. Like all mechanical instruments, range finders, especially 
when lens-coupled, sometimes get out of order and become inac- 
curate. Periodically, the accuracy of the range finder should be 
visually checked on the ground glass of the camera. If the camera is 
not fitted with a ground glass focusing screen, a sheet of ground glass 
may be placed in the back of the camera so that its surface is in exact 
register with the focal plane. 
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COMPOSITION 

Paragraph 
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188. Purpose of composition. — a. Definition . — Composition is 
the arranging and spacing of objects in a photograph according to 
the laws of harmony and proportion, or proper arrangement of 
material to be photographed. 

b. Method . — The proper arrangement of the image on the focusing 
screen is one of the most important operations in taking a photo- 
graph. In composing the photograph, the cameraman’s task is essen- 
tially one of selection and arrangement of parts through the choice 
of such a viewpoint and such conditions of lighting as will produce 
the effect desired. He begins with an empty space, the boundaries of 
which represent the margins of the photograph he is about to take. 
His problem is to arrange the image of the subject on the ground glass 
so that the thought he wishes to convey is clearly and unmistakably 
portrayed. Every photograph should have a readily recognizable 
subject and it should be possible for anyone seeing the photograph to 
understand why it was made and exactly what it illustrates. 

189. Fundamentals. — There are three generally accepted funda- 
mentals of composition ; simplicity, point of interest, and balance. 

a. Simplicity . — Simplicity means that the purpose or interest of 
the picture is readily recognizable and that it is not confused with a 
mass of surrounding objects and lines that would compete with or 
detract from the point of interest. For example, a person is being 
photographed in a garden. There are trees, flowers, shrubs, a pond, 
and a garden seat. If the person appeared small in the picture end 
no more prominent than the mass of surroundings, the composition 
would result in a confusion of purpose as to whether the picture rep- 
resented the garden scene or the person being photographed. If the 
person is looking into the pond or resting on the seat, only enough of 
the garden should be included to support the composition. A less pic- 
torial example of simplicity would be an object such as an automobile 
in front of a building. Simplicity of composition would result if there 
were no other objects on the ground surrounding the automobile. It 
would also contribute to an understanding of the picture and its pur- 
pose in showing that the automobile is the subject of the picture, if 
the building in the background is slightly out of focus. This will 
avoid lines in the background conflicting with the lines of the automo- 
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bile and thereby emphasize the fact that the automobile is the purpose 
of the picture. 

b. Point of interest . — Every picture should have a- definite point 
of interest which should be outstanding in the composition and show 
clearly why the picture was made. The point of interest, also 
described as the subject, is best located when it occupies a position 
other than the center of the composition, preferably slightly below 
and to the right of the center. In addition to the location of the 
point of interest, its importance should be emphasized or supported 
by the lines of the picture. A line that emphasizes leads the eye to 
the point of interest and consequently is known as a “leading line.” 
It is best located when entering the picture a little above either of the 
lower corners. It is unnecessary that a leading or supporting line 
be a definite demarcation. It can be a part of the picture that 
suggests direction toward the point of interest. 

c. Balance . — A balanced composition is one in which the disposi- 
tion of various features in a photograph gives harmony to the whole 
setting. Balance of composition is not accomplished by equality 
of mass or bulk on each side of the picture, as might be supposed. 
A composition is in balance when a large object on one side of the 
picture, preferably the right side, is opposed by a smaller object of 
similar nature on the opposite side. For example, a view of a build- 
ing including trees will be in balance if a tree occupying much of the 
right-hand side of the picture is balanced by a tree or group of small 
trees occupying about one-third of the left-hand side of the picture. 
When the smaller balancing object is on the left, it is less likely to 
block or interfere with the leading line or entrance into the picture. 
Balance can also be suggestive, such as areas of sunlight or shadow, 
but in general solid objects are preferable. Whatever method is 
used to balance a composition, the balancing objects should not be 
too prominent or in competition with the main object or purpose of 
the photograph. 

190. Factors of good composition. — The following basic factors 
of composition apply to most types of photographs : 

a. The size of the image must conform to the picture space. 

b. The point of interest should be slightly below and to the right 
of center. 

c. The subject should appear as if entering the photograph. 

d. Lines of the photograph should support the main point of 
interest. 

e. Lines of the background should not be in confusion with lines 
of the subject. 
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/. Light or dark areas, especially when near the margin of the 
picture, will attract the eye and should not be in conflict with the 
point of interest. 

g. The background should not be prominent. 

Section V 

EXTERIOR SUBJECTS 

Paragraph 



Composition 191 

Groups 192 



191. Composition. — While the general rules of composition given 
in paragraph 190 can be applied to all types of subjects, there are 
certain rules that are applicable when photographing specific subjects. 

a. Building . — In photographing a building, a viewpoint should be 
selected that will show one side as well as the front. This will indi- 
cate solidity and will show both the depth and the width of the building. 
In this respect, a direct view of the comer should be avoided. A high 
viewpoint, or one from the full extension of the tripod, is preferable 
and should be such that the entrance will not be obstructed. The fore- 
ground should be in good focus and of sufficient depth to furnish ample 
support for the building. A foreground that is too deep will tend to 
give the building an elevated appearance and conversely, if the fore- 
ground is too narrow, the building will lack support. The background 
should be unobtrusive and usually out of focus to prevent confusion of 
lines of objects with the lines of the building. 

(1) Vertical lines of the building should appear vertical in the 
photograph. 

(2) The lens should be of as long focal length as the available 
distance of the camera from the building will permit to avoid abnormal 
perspective. 

(3) Cross lighting will show the architecture of the building to the 
best advantage. 

(4) A tall building should be composed vertically in the photograph. 
The converse is true if the building is wider than it is tall. 

b. Mechanized equipment . — Mechanized equipment includes tanks, 
combat cars, automobiles, and trucks. A subject of this type should 
be photographed from an angle which will give more prominence to 
the side than to the front, the viewpoint selected being sufficiently 
toward the front to indicate its width and show important features. 

(1) A low viewpoint will give the best perspective, show the machine 
to best advantage, and minimize background lines. 
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(2) The lighting should be from behind the camera and toward 
the subject. 

(3) When possible, the front wheels should be turned at an angle 
about 10° toward the camera. If this can be done, the front wheels 
will appear straight in the photograph. 

(4) Doors and windows should be closed. 

(5) A background that is plain or not too prominent is desirable. 

(6) The foreground should be sharp, preferably of good density, and 
of sufficient width to appear capable of supporting the machine. 

(T) A long focal length lens should be used. A single element of a 
convertible lens is preferred. 

(8) In addition to the use of a long focal length lens, distortion 
should be corrected by the use of the horizontal swing or vertical 
tilt. 

(9) The subject should appear as entering the photograph. For 
this purpose, the rear of the machine will be nearer to the margin of 
the picture than to the front. 

c. Airplanes. — The background should be plain or out of focus to 
avoid confusion of lines with those of the subject. The darkened in- 
terior of a hangar will usually make a good background if the airplane 
is placed in the opened doorway. More often the sky will form part 
of the background. In such case, the light from the sky should be 
regulated by the use of a filter. Cloud effects will thus be preserved 
and enhance the appearance of the photograph. 

(1) A front viewpoint should be selected and should be at such 
angle that the tail assembly and identification can be plainly seen. 

(2) All propellers and at least part of each motor should be shown. 

(3) The camera should be at a height that will permit the wings 
to cover as much of the horizon as possible. 

(4) The horizon should be level even at the expense of having the 
airplane tilted in the photograph. 

(5) The ends of the wings should be very close to the limits of the 
picture space. 

(6) Propellers having two blades should be in horizontal position. 
Propellers having three blades should have one blade pointing directly 
toward the ground. 

(7) Ordinarily the undersurface of the wings and fuselage are 
weakly illuminated. Exposure must be sufficient to give detail in 
these parts of th? airplane. It is advisable to supplement illumina- 
tion in these areas by the use of reflectors. 

d. Machine parts. — Parts of machines are often photographed both 
in their assembled position and apart from the machine. These pho- 
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tographs are made for the purpose of showing installation, defect, 
breakage or wear of a particular part, or to assist in description, 
identification, and replacement of the part. The details of the part 
should be sharp and well defined, and if a moving part, its mechanical 
operation in relation to adjacent parts should be evident. 

(1) Identification of the part such as by number, letter, or word, 
if any, should be clearly shown. 

(2) All detail necessary to the photograph must be sharp, clear, 
and well-defined. 

(3) When the particular part is difficult to discern because of sur- 
rounding objects it may be isolated by placing a cardboard, cloth or 
blotter to serve as background. This effect may sometimes be 
achieved by using a depth of field that includes only the particular 
part 

(4) When a photograph is required that will show only a broken 
or damaged section of the object, the defect itself is the subject and 
should be so considered in the composition, focusing, lighting, and 
exposure. 

(5) In bright light, the natural contrast of the subject may be so 
great that proper exposure of the shadows is impossible without 
overexposure of the highlights. In such instances, a screening of 
the light to reduce the natural contrast is advisable. It may also 
be necessary to reflect light into the darker areas to secure shadow 
detail. 

(6) The use of a reflector may give too broad a light which will 
also cover the highlight area too much. This necessitates the use of 
a small focusing spotlight or a pocket flashlight to illuminate the 
shadows alone. 

e. Crash photographs .— Photographs are always made of airplane 
crashes to assist in determining the cause of the accident, any struc- 
tural weakness, or for preservation of evidence. To cover such an 
assignment properly, the following photographs should be made : 

(1) A general view of the crashed airplane showing its identifica- 
tion number and insignia if possible. 

(2) Several photographs of damaged sections, particularly those 
parts which might show the probable cause of the accident. 

(3) Any landing marks which might assist in analyzing the 
accident. 

(4) Any damage to surrounding property which might result in 
a claim for damages. 

(5) All negatives made should be on as large a scale as possible. 
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192. Groups. — Military personnel may be photographed in either 
formal or informal groups. 

a. Formal . — The senior officer or distinguished person will be 
placed in the center and other officers or personnel will be placed to 
right and left in order of rank. However, whenever a group of the 
same rank or grade is being photographed, the persons may be 
arranged according to height, with the taller in the center. When 
the group is large, it should be divided into rows and placed at dif- 
ferent levels. The space in individual rows will be such that the 
faces of those in the rear will not be shaded or obscured. It is essen- 
tial that uniformity of position of headdress, legs, feet, and hands 
be preserved. 

b. Informal. — (1) An informal group is not arranged or posed in 
any particular order; the persons may be occupied in some general 
manner and not looking at the camera. For this type of photograph, 
a hand-held camera producing a 4- by 5-inch negative is commonly 
used, the negative subsequently being printed wholly or in part by 
enlargement. 

(2) Large groups of 100 or more persons are best photographed 
from an elevation of about 8 to 10 feet from an extension tripod, the 
roof of a truck, or other suitable height. 

c. Lens focal length . — In photographing a group, the lens should be 
of sufficient focal length to insure that the persons in the rear of the 
group will not appear in perspective appreciably smaller than those 
in the front and will be within the vision of ordinary perspective. 
For example, a 12-inch lens is ordinarily used for a group up to three 
or four rows. With six rows, a 15-inch lens is necessary for uniform 
scale. 

d. Location . — Any group should, if possible, be located in shade. 
If shade is not available, the group should be located in such posi- 
tion that the members will not be facing direct sunlight. If the 
camera must face the sunlight or be at an angle to it which will 
allow direct rays of the sun to enter the lens, the lens must be shaded. 

e. Camera viewpoint . — The camera should face the center of the 
group with the lens at or a little above eye level with persons in the 
front row. The attention of all persons should be directed to some 
point indicated by the photographer at the moment of exposure. 

/. Exposure . — As brevity of exposure is an important factor, every- 
thing must be done to secure such desirable result. For example, select 
a high speed film of long scale of gradation ; supplement daylight with 
flash if necessary; focus accurately on a point approximately two- 
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fifths of the distance into the depth of the group itself with the lens 
at full aperture; and stop down the lens diaphragm only enough to 
secure sharpness of focus throughout the depth of the group. 

Section VI 

INTERIOR SUBJECTS 

Paragraph 



General 193 

Buildings, halls, rooms 194 

Personnel 196 

Airplanes and airplane parts 196 

Installed machinery and equipment 197 

Engineering or small object photographs 198 

Groups 199 



193. General. — While the general rules of composition (par. 190) 
apply to a considerable extent in the photography of interior sub- 
jects, there are certain directions that should be followed when photo- 
graphing such subjects because of the inherent characteristics. In- 
terior photography usually requires the use of artificial light as 
either the principal or auxiliary source of illumination. 

194. Buildings, halls, rooms. — Photographs of interiors of 
buildings are required for the purposes of showing construction, 
repair, or alteration, and for historical record. 

а. Selection of lens . — For this type of interior photography, the 
selection of a lens having the correct focal length that will properly 
portray the subject is very important. For instance, if the subject 
is a hallway that is much longer than it is wide, a lens of at least 
12 inches focal length should be used for a negative 8 by 10 inches. 
If the subject is a room or an interior of average proportions, that 
is, a little longer than it is wide, a much shorter focal length lens 
should be used. In this case, a wide angle lens of about inches 
focus for an 8- by 10-inch negative will be satisfactory. 

б. Composition of the photograph. — (1) Vertical lines must appear 
as vertical in the photograph. 

(2) Avoid horizontal lines that extend across the picture. 

(3) Other lines should support the point or object of interest. 

(4) Show three walls, ceiling and floor, the upper part to be about 
two-thirds and the lower part about one-third of the picture area. 

(5) The viewpoint should not be directly toward a comer except for 
some special purpose; even then the corner vertical line should not 
center the composition. 
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(6) There must be an entrance into the picture. If possible, show 
an exit also. An entrance is any unobstructed pathway leading into 
the picture, not necessarily a door or arch. 

(7) Avoid large objects in the foreground that may be out of 
focus or detract from the main object or point of interest. 

(8) The main object or point of interest should seldom occupy 
the center of the composition. 

195. Personnel. — a. General . — The photography of interior sub- 
jects is often required to include persons who are occupied in some 
manner. For such pictures, large floodlights of sufficient power to 
allow instantaneous exposures are sometimes used. The method that 
will require the least operating equipment is the use of a hand 
camera fitted with synchronized photoflash. 

b. Composition of the photograph ,. — Select a viewpoint that will 
show toO may be 
masked to obtain &e desired composition m printing. ■ 

196. Airplanes and airplane parts. — a. Airplanes. — While it is 
imlikely that a photograph of an entire airplane will be made inside 
a hangar, the same rules of composition would apply as for exterior 
airplanss. Hie geiiei!«l Slumlnation wi^un the hsaj^Boe may be aided 
by the use of one or mora portable limits to asnlst in ilie illumination 
of the dar^r areas. 

h. Airplam parts. — ^The photographing of parts of airplanes while 
in a hangar is of considerable importance. Such photographs are 
made chiefly for the purpose of illustrating technical reports. This 
type of photograph must show the fallowing featiaes: 

(1) The part itaslf in sharp, well-defined detail. 

(2) Its operation and relation to surrounding pazts. 

(3) Surrounding parts (especially the back^und) that are not 
essential to the purpose of the photograph should be out of focus, 
if possible, or eliminated entirely. 

(4) Any ktlSrs or nonibeis, and ^ lealiires that idU Menlii^ 
the pM^ 
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e. Equipment. — (1) Zeng foedl length. — ^Whea it is desired that 
an 8- by lO-inch negative be made, the camera should be equipped 
with a lens of 12 inches focal length. For a 4- by 5-inch ne^ive, 
liens of about 6 inches focal length will be suitable. 

(2) likmkkOhtk—lt gensrally viU be fonmd &m isis^ 
lig^ of the interiw of a building results in a deficiency in illuodna^ 
tian of the dark^ parts of the object lliis in turn will mean a con- 
siderably prolonged exposure for shadow detail. If the subject is 
one in which the highlights are pnuninent, it may not be possible 
to prolong thib ezposore for the dark parte witJwut overexposing 
the lii^ili^il& A refle^or nifty to some help In sooh oaaea How- 
ever, the best otmttoUed 8!^ttom of lighting, and flke one easiest to 
calculate the correct exposure, is fay the use of a small portable 
floodlight in a r^ector that can be moved to different positions in 
relation to the object. 

d. OpenOinff ^lireoHan8,^{l) Depth of fiOd^Whm the part to 
be photogn^died ha& a greateir dspdi fif field thmi 6 indiesi, it is not 
advisable to attempt a 1 to 1 scale when mp-lring the negative. The 
distance from the lens to the object should be int^eased so that a 
s%btly reduced Sdde will result. This reducticai can be projected 
to a laiiger sode, if necessary, when making tlie print. 
I (S) F0mt»inffj—hi foconng the image on tiie ground gilass, it is 
important that a point two-fifths of the Ptoses into the deptJii of the 
object be focused sharply at the full lens aperture. Unless this point 
is carefully selected, the front or rear of the object may still be 
oat of focus when the lens is stepped to its smaller aperture. After 
tlK detiatiigmed image scale has been focused on the ground glass and 
^ bins ^>eEtare redneed to g^ve the neoesBuy d^th of field, the 
eibHuities of the object are carefully eraumned on the ground glass 
strong lighting for critical sharpne^. 

(3) Position of iloodlight *r relation to the object. — ^Light is re- 
flected frcan any bright surface at the same angle as the incident 

to ^t sni^fode, and oousidera^iHi most be given to the 
of lighting in order to avoid ''flare" whidi will result on a nc^tive 
whenever strong li^t strikes a lois. 

(4) Concentration on the ohjeoL — ^It is always necessary that the 
pliotograph of the object itsdf be free frc»n confusion of Unee in 
tibe background or other parts not directly related to the main ol>* 
jeei& 1^ fesoit eaa sometimes be achieved bjy nidng a lens aper- 
ture that will give the necessary depth of field in the object and stUI 
not place the background in sharp focus. This is not always po^ible 
U the background is close to tJie object. In such instances, a sheet 
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of cardboard, a focusing doth, or siinUar article nuiy be used as a 

background. Should these practices fail to accomplish the result 
desired, the only remaining recourse is to block out the undesired 
portions of the negative which in itself is a difficult operation re- 
quiring much time ft&d skilL 

197. Installed maehixiea7 equipment. — a. Photographs 
are required of machinery, especially newly installed machines, for 
historical records, reports, and similar purposes. The following 
features should be shown: 

(1) The viewpoint shouM be mmh. ss to show fecmtt of 
mBn^im and some of tiie side. 

(2) Show as clearly as poBEdble ihb working parts and power 
source. If the machine is powered by a belt from line shafting, it 
is not necessary to show the line shafting. 

(3) If it is required that operation be shown, one or more me- 
chanics Ebould assume a natural pose of attention to the nuchine 
and not look toward the camera. 

(4) The photograph should be free of interferences firom sur- 
rounding objects and background as much as possible. 

b. Oemral operating considerations. — ^Photographs of tiiis nature 
nsuaUy require that the m&cMne isolated or free of hsibei^mmBes* 
If the installation is at a sufficient distance from the bad^pximad, 
confusion of lines from that source will be avoided if the background 
is out of focus. When this is not possible, a white background 
should be placed behind the object and illuminated by two flood- 
lights that are completely independent of the illumination used to 
photograph the machine itself. If such background is not perfectly 
plain or shows creases or other marks, such can be eliminated if the 
background is kept in motion during the exposure. A plain white 
floor ground should be used if the machine is not mounted as a fix- 
ture. Otherwise the floor area must be blocked out in the negative. 
Windows or any Mnd of illummation in ^ mtet ^ the object shoidd 
be blod^ out entirely or I3m phctogrft|^ made at ni^t. 

198. Engineering or small object i^hotographs. — a. Genr- 
er(d. — ^Military photographs occasionally are required of small metal 
objects, such as component parts of a pistol or machine gun, or air- 
craft parts to accompany a technical report or requisition. Such 
photographs must show the object as fully as p^ble, particularly 
working parts, and should indicate a number, letter, or other mark 
that will assist in identifying the object or part. 

h. White hackground. — (1) Purpose. — The objects required to be 
photographed will range in size from small springs, bolts, etc., to 
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objects 8 inches long and S inches d^p. Sam^ lorm of isolation 
should be used so that very small parts will appear clearly in the 
photograph regardless of the fact that some of these parts may be 
dark or black, and some bright or white. For this purpose, a white 
bsskground is used to isolate tiie part from what would otherwise be 
bsel^lFoaiMl interlexence, whether the part itsdf be vhite or black. 
The white background is photographed at the time the negative is 
made. This eliminates the necessity of attempting to block out the 
negative and isolate the part by hand work. 

(2) Pkotographmg the object, — For all objects other than those re- 
quiring special treatment, such as indirect lighting or Uie vm of one 
Of more pola-screens, Ihe metiiod of operation is the same in ^ rasfpects 
as for indoor photographs of machine and airplane parts, with the 
exception that the object is supported at a distance from the background. 

(3) Photographing the hackgr&umd. — ^At the conclusion of exposure 
lor tlie object, it is an entirely distinct operation to plwtograph tbei 
licl^und. The obfset is devated or pifliced on a euppc^ lit a dis- 
tance of to 8 inches from the background. If it is practicable to 
increase the distance between the object and background, it will be 
easier to obtain sufficient density in the negative to have it appear 
white in finished print without getting halation or impairment of the 
mWm of i^e ob|ie0t. The method, of photographing the bsM^^wnd 
tsmyshnplelnifsdf hutrequiresed^^ *Bm 
procedure is as follows: Bring the floodlight to a position about 8 
inches above the background, at the same time tilting the reflector at 
such an angle that the light illuminates the background but does not 
strike the object (fig. 50). While maintaining this position, keep 
the h^ moving aromid t^e object so that die whole ground gets even 
Bluminafaoii. Using the type film and floodlight previously indicated, 
the exposure for the background will vary in duration from 1 to 2 
minutes according to the operating distance of the floodlight when 
making the exposure for the object. When the object is such that 
it can be supported at a distance from the background, the ahore pro- 
eedure wiU g^Te a perfect light-res^tant neig^^Te background, sayiii^ 
all the time and effort necessan^ to block out the ground by hand work. 

(4) White backgrounds for very small objects. — In many instances, 
it is required that a photograph be made of an object and the parts 
composing its interior. The interior parts may be so small and num- 
vm& that it is impossible to support them all at a distance from the 
background. In such cases, placing tiw objects on an elevated sheet 
of glass is not practicable. The best method of obtaining the desired 
photograph is to place the objects on a white ^^und in their proper 
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order. A single floc^ight is used at a distance of about 5 feet and k 

kept moving around the objects during the exposure to prevent the 
shadows registering too strongly. In this case a perfectly white back- 
ground cannot be obtained. The light gray effect should not be 
objectionable. 



tmo fi^^iighU.'-'^Whm. & lai^ number ^ iotall objeefc 
photographs ai« required, a single floodlight used fts the illuminant 
will make the operations too slow. Good negatives may be obtained 
by placing two 2,r)00-watt photo floodlights in reflectors, one on each 
side of the objects, at distances of about 6 feet. These lights should 
be mounted on adjustable stands and elevated to a height so that the 
lig|it "will be dlz«@ted toward the ^]b^e@t8 m tngle of %pgemiSm»^^ 
45^. !@3^suras in this case will average between 20 and SO seoi^lds 
at //45. 

d. Use of indirect rmd d.iffv.'ie lighfh>g. — Certain objects having 
bright surfaces that reflect light from many difl'erent angles cannot be 
photographed by any direct lighting wi'^mt one or moie s^eii suidboes 
jj^Eodudng ^'^ire,^' 'Ihe xm of sueh iMngs m put^ m etrndeiisatiicm 
of atmospheric moisture to dull such surfaces is inadvisable. The 
method of using indirect lighting from a r^ector is satisfactory 
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k C^ ei^ oi a Sat surface, but this type of lighting is not suitmblei 
for uneven surfaces that reflect light at different angles in widely vary- 
ing intensities. Such conditions are best met by using diffused light. 
To accomplish this, the bright object is enclosed in a transparent paper 
coiiy»irtiimt called a "tent.'* This will prevent the object from low- 
ing any reflections of snmmndu^ otqects and permit easy control 
of highlight reflection. The object is placed in the tent whidh is com- 
pletely closed except for a small aperture through which the camera 
lens projects. The lighting system which may consist of one or more 
floodlights is manipulated from outside the tent to produce the desired 
effect 

by either diffused lighting or bj direct l^itii^, depending on the 
nature of the object. In either case, the appearance of the glass will 
be best preserved if the light source is directly above or at a slight 
angle to the object depending upon whether the object is flat or 
ettrved, 

f, Um light &(M1— A l|^t bos is an apparatus with an interior 
that can be illuminated. A diffused glass lid or top serves the purpose 
of a platform on which small objects may be placed. The objects are 
photographed without the interior of the box being illuminated. On 
completion of this exposure, the interior of the box is illuminated to 
give tJie exposure for the white background. The advantages of this 
method are its simplicity of operation and convenience. The main 
disadvantage is that for objects having convex sides or surfaces, the 
outline of such objects will be weakened or lost completely due to the 
fact that they are in contact with the illiuninated surface. 

g. Photographs to ahow texture, — (1) It is sometimes required that 
til»teztti]% of objeds such as fractured metal, fabrics^ tile, brick, etc^ 
be clearly shown. The success of the photograph depends upon cor- 
rectly judging the angle of light to the object so as to get the proper 
cross lighting. The best method of illumination is to use a single 
floodlight, raising and lowering the light until a position is deter- 
mined that will show the full form of the texture. In the required 
po^dtRO, it wiU be observed tiiat flie cross lighting prodnc^ ^rong 
contrast between high lights and shadows with practically no half- 
tones. This will result in shadows appearing with insuflficient detail. 
To overcome this defect, a second floodlight of the same type is used 
on the shadow of the object at double the distance of the opposite 
light Tim ^eposore for this secondary light at tibe stipulated dis^ 
taiice tdn be approadmatei^ aa additicoial Qne-dxUi of tibte eijqposure. 
For example, if tl« ^praure is found to be $ minutes, the exposure 
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for the secondary light "will be 48 seconds, or a total exposure of 5 
minutes, 48 seconds, to give necessary shadow detail and full texture 
rendering. {See fig. 51.) By a study of figure 51 it will be noted 
that a flat lighting fails to register the general contour of the subject; 
Uiat ft eross lighting naiRilfeg in bldekieid fihailowi, bat tbst a 

texture Hgjhting (a erMV li|^i^b% sdded by a secondary light used so 
as to increase shadow eqiosoie) will permit the registration of both 
texture and contour. 




® Flat llghtins — no ® Crmsb lighting— sbadows ® Tesboe UtfMjng— drtill 
tsKtnte. blocked. In OuOm. 

Vmasa 61. — Cross Ugbtlng to sbow textni^ 



(S) If the object to be photographed is a piece of broken metal that 
has a sparkling or bright crystalline texture, it is important to use 
a nonlialation emulsion and also to increase the distance between the 
floodlight and the object. 

190* €NE!Otqpli — -While groups of people are usually photographed 
ouMdOiB^ dMun^ctonoes sometimes make it necessu^y this work be 
done inside a building. 

a. Composition. — Composition and arrangement of the subjects fol- 
low the same rules as for outdoor groups, whether formal or informal. 

&. Lighting and oamera equipment. — (1) Exposure time should be 
m. brief as possible. F<^ f^x:Qial groups, floodlighting is best and 
#Otdd be of sufficient volunii to permit an eapp^foxe not exceeding 
^ second. AnoiJier advantage is that the group can be observed 
under the light condition by which the negative will be made and 
checked for balance or evenness of illumination. 
, (2) If a synclu'onized flash is used, two or more photoflash lamps 
Ediould be so plai^ as to erenlj distributo tihe l#it over l^e areft to 
be photographed. Avoid the use of a sloype flash at the camera 
position as it will result in a greater exposure at the center of the 
group. A lighting of this sort will be flat at the center with a 
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g^ual Tecge toward ctoss lighting as the extxemities of the 

coverage of the flash are approached. 

(3) If the subject is to be photographed with an unsynchronized 
flash mechanism, place the flash equipment in position as in the above 
described case. Focusing may be necessary with the aid of a light or 
bright object placed at a suitable pdd^tiii witMh 0m am to be photo- 
graphed. Prior to exposure the shutter should be set for **time," 
and the room darkened as much as practical. To make the exposure 
the lens should next be opened and the flash made, followed by an 
immediate closing of the lens. If the lens is opened for a prolonged 
period either prior to or following the flash, a troublesome exposure 
vmy be had by the gesuez^l illumination within the room, which will 
result in nu)veiicuint in the photograph. 

Section VII 
IDENTIFICATION PHOTOGRAPHS 



Paragraph 

Definition and use ^ 300 

Placing the snblfe^-^-w-..^ i « .I.-™— 201 

Camera — -..,.«-^_-« - •, .-^ 202 

lUamtnatioD , 208 

Exposure _— . 204 

Official portraiture 206 



200. Definition and use. — An identification photograph is one 
made for the purpose of establishing the identity of a person. 
Photographs of this 9m used on ideQtificatioii 0<e^ds, file cards, 
official rmon^Bf or {mssports. 

201. Placing the subject. — ^The subject may be either Standing 
or sitting and must face the camera in such a way that a full front 
view photograph is obtainable. He should be 5 feet from a white or 
light gray background. The subject should be relaxed and not 
possess a fixed expression either in the fonn of a grin or a too stern 
countenance. The hands should be at the ^des and the uniform cor- 
rectly worn, minus headgear. WhcB gevwal persons are being 
photographed, positive identification is obtained by photographing 
an identification card which is held in a suitable manner by each 
individual photographed. 

Osmem^l^ camera shotdd be adjusted to a bormmtal 
pOE&tkiin and at soch a height that the lens and the eyes of the sub- 
ject are cm a common level. The focal length of the lens should be 
approximately six times the measurement of the image of the head 
to avoid abnormal perspective} and should be of suficient speed to 
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allow instantaneous exposure; a speed oi //3J or f/4^$ generally 
being quite satisfactory. The operator fiSiCnild use the eyes of the 
subject as a point of focus. They serve as the best example of the 
contrast necessary to focusing aad are so situated as to afford suffi- 
cient depth of field. Identification photographs are 1^ by 1^ inches 
in size, with the image of the head measuring ai^roximately 1 inch. 
In the trimmed photograph, the image of the head should be approxi- 
mately Yi^ inch txm the top and midway between the sides of the 
picture space. 

203. Illumination.. — Flat lighting is used in identification pho- 
tography, oonilsting of two lamps in efficient v^iki^xm, A limp is 
pUmi m tstuek side and to ^ tsmt of ^ subfee^ so thai &m l^j^t 
is directed toward the ddes of the face and evenly distributed. The 
lamps should be close enough to the subject to afford the use of a 
fast shutter speed and yet not so close as to be unbearable by the 
subject. They should be 4c feet apart and 6 inches higher than the 
cam^ lens. plaeem^tit above the lens is to aroid hai#i reflec- 
tions if the subject is wearing glasses, and to remove the light from 
his direct line of vision, thus reducing the possibility of a fixed stare. 
The illustration specifies lamp distances and positions relative to the 
subject and camera (fig. 520). 

204. EzpopiWB.— The exposm^e time should he oi fitat dtirKBon 
to reduce 1M ^ect of {HissiblB movement of the mbject* A shutter 
speed of less than %s second is not reeiGamnended. With a fixed light 
intensity the exposure time necessary for correct exposure is gov- 
erned by the speed of the film used and the nature of the subject. 
Either a panchromatic or orthochromatic color sensitivity is satis- 
factory but for the purpose of photographing a man's face an orilw)- 
chromatic emulsion is especially recommended. Using two Ko. 1 
photoflood lamps (as indicated in fig. 52®) with an equivalent 
wattage of 500 watts each, an exposure time of second at //5.6 is 
satisfactory when using an emulsion of a Weston rating of 16 in 
artificial light. The subject should rest his eyes by closing them for 
a short period prior to exposure^ to avoid blinking while the photo- 
graph is Imng made. The photc^apher should be pi^ep^tted to 
"snap" the shutter when the eyes of the subject are open. 

205. Official portraiture. — a. General. — Pictures of officers and 
personnel for special purposes are oftentimes required. They differ 
from identification pictures in ^at the subject is photographed to 
aiipeor to adranti^ The accompanying figure (%. illus- 
trating lighting tedmique will be helpful to the oimera operator. 
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It is essential t&ftt a sufficient volume of light is it?ailable to permit 
instantaneous exposures of not more than ^5 second at a suitable 
apeituie. The general rules of placing the subject as outlined for 
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identificatioe photographs may be applied 'wi^ tbe e^de|>ti0ii 
of the stifaject's headgeftr which may or m&y xiot be wcfta^ i^tepeadii^ 
upon the orders as received by the photographer. 

b. Illmrdnation. — The modeling light is placed to the side of the 
subject and at a height suflScient to permit a 45° tilt of the lamp when 
directed toward the subject, . The effectiveness of this light is aug- 
B^ted by title vm of & hssd mtmx m adju^^ as to reduos the li^t 
intensity as desired on different portions of llie subject's face. The 
usual procedure is to reduce the light intensity between llie temple 
and the ear and to equalize the illumination on both ears. The main 
light source is placed on the opposite side of the subject. Its main 
purpose is to soften any dark shadows and thus reduce harsh con- 
trast. The illumination may be either diffuse or direct depi^ding 
upon effects required by the particular subject. The distanc!^ at 
which these lights are placed from the subject are dependent upon 
the intensity of the illuminant and the particular portrayal of the 
subject as desired. The closer the modeling light is to the subject 
the greater its effect if properly governed by use of the screen as indi- 
ioated in %ure S2(D. The bat^toiind should he li^it if tiste subject 
^ dwk or mediiun, and light gray if the subject is fair. If a li^t 
or gray background is not available, the background may be illumi- 
nated with a bright spotlight. This will cause it to record light in 
the photograph. Rugged features, such as generally found among 
men and elderly people, require more modeling than will the 
futures of a youthful smd smooth count^ance. 
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PHOTOGRAPHY OF MOVING OBJECTS 
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306. General. — Objects that must be photographed while in mo- 
tioai inda^ soldicirs on the march, G(nnbat vehicles, motorized equip- 
meat, aiipliaies, troops action, sporting events, etc. (See fig. 53.) 

a. In the pho^ogmphy of moving objects it is frequently desired 
to give the impression of motion and yet render the object with suffi- 
cient clarity as to be readily recognizable in nature and type. For 
example, in the cuse of an airplane in flight, it is desirable to tm a 
Gutter ^peed stdScicastly dioft td stop tiie tnotioii of the airplane bnt 
allow the blur of the propeller to give a sense of movement. Simi- 
larly, it is frequently desirable to let wheels of moving vehicles be 
slightly blurred to indicate that they were in motion at the moment 
of exposure. 

b. In othcar cases it is necessary to show debits objects in motion, 
such as caterpillar treads, recoil mcS^anisma, tradk apmgjSi, landing 
gear action, etc. This type of photography should render iJie object 
as sharp as possible. Certain types of subjects have moments of 
reduced movement as the moving part approaches center and the 
cameraman must be on the alert to make the exposure at the time 
when the probability of securing sharp detail is increased. It is 
sometimes helpful to swing the camera and follow a moving object 
in order to obtain sharp detail, even though blurring the background. 
Here again the impression of motion is given without sacrifice of 
detail. If, however, the action or motion of the vehicle is not essen- 
tial to the photograph, then it can be secured better while the subject 
is motionlees. 

207. Factors to be considered. — cl Speed. — When the moving 
object is such that it is necessary to prevent blur or lack of defini- 
tion in the image, the exposure must be sufficiently brief so that the 
effective movement of the object during exposure will not be apparent 
The speed at which f3ie object is moving, insofar as it aiEe^ tl^ 
taHng of ihe picture, is in reality the ^^leed at wMdi the image of 
the object travels across the film. In considering the speed of the 
object, botii t^e ground distance traveled and any movement within 
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the object itself should be included. For example, in the case of 
horse running, the movement of the horse's feet will be proportion- 
ately greater than the speed of the horse*8 body. It is generally 
ad^able to calcnkto the exposure for m most rapidly moving part 
which <^fteii ttmm lAtc^tieaii^ the expostuee Iff about (MEid-htlf tluiA 
required for the whole object. This in turn must not be calculated 
to such an extreme that all sense of motion of the object will be lost 
as previously explained. 

b. Angle of movement. — ^The image speed and therefore the per- 
^o^^le^ exJlmmm time dspeitds Upon the speed of tibi itttijeet axid also 
the direction of its motion relatiTe to the axis of the camera. A 
subject moving at a given speed directly across the field of view will 
require a shorter exposure than when at any other angle. When the 
direction of motion is at an angle of 45° to that of the camera, rela- 
tive motion will be stopped by twice as long an exposure as that used 
for the same object IsFavel^ at 90^. Moreover, from a iot^orial or 
compositional standpoint the 45° viewpoint is greatly preferred. 

c. Distemce of object from lens. — The distance of the subject from 
the camera is of importance principally as it affects the depth of field. 
Thus, in order to secure sufficient exposure, it is desirable to photo- 
graph from a ^mimt d^tuawe if tilie diaphragm must be used at Us 
nmftximiim ODenins . 

d. b'ocdH length of lem^Tbd ^pth td field is governed by the 
focal length of the lens used from a given viewpoint or distance. In 
many instances enlargement in printing will be necessary to produce 
an image of the desired scale. 

208. Galeulatiiiir shutter speed. — a. Te^U of speedt* — A 
table of approximate shutter speeds adaptable to ^ueious types of 
subjects is ^own in figure 63 for use as a guide to exposure. 

b. Cameremum^s techmigue. — Success in the photography of mov- 
ing objects depends upon skill in handling the camera. Unless the 
^mi^ranian is ^laroughly familiar with hb inairimiiffit mA. een 
instantly set, teset^ m wS^ta^ it in the brief time aUowed white a 
moving object is rapidly approaching, it mSl be lonnd that the 
object will have passed out of view before the exposure <»n be made. 
In the photography of moving objects the mind of the operator is 
usually occupied with making rapid decisions as to exposui-e and 
position. Ixl fact, the operator usually will be oonstantiiy shifting his 
position in <e^^ to ms&m tiie m^ ^amitiS^ one aM at iStm sume 
time adjusting the sfauttra and perhaps tSm the lens diaphragm to 
give the required exposure at the new position. It is good practice 
to select a point in the patii of the approadiing object and take 
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md&^mHi tinw to lucoa verjr oirefiilly on <U points If Ubia pc&sA 
seled^d is near and the focus is desired for as lar^ an axea as possible 
arotmd the point, the lens should be stopped down to the smallest 
diaphragm opening at which the exposure required can be made. 
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Flom 63. — Table of abtittor nMvds for moving objects. 



(1) The shutter speed to be used to confine the movement of the 
image on the plate to the desired amount can be computed mathe- 
matically. Ondinaiil;^ m image wMiM does not haire a movensent 
greater than ^00 ^idi is considered to be sufficiently sharp. How- 
ever, when it is known that the negative is to be enUrged many 
diameters it is necessary th&t the moTement of the image be testru;ted 
to a smaller distance. 

(2) The moTOment on the plate is greatest when the object being 
phfrfjogmphed is traveling at right angles to th» lens axia When 
tibe loig^ is 45° to the lem vbs the movement is aitimi two-thirds 
as great. Therefore, the exposure time can be increased 50 percent 
and the same amount of movement wiU resi:dt as when made at the 
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faster i^xiUer speed witib the db|ect tra'rolixig at ri^t to the 

lens axis. 

When the object is moving directly toward or away from the lens 
there is respectively a slight increase or decrease in the size of the 
image. An exposure lame three tmm ss long as that which woiild 
be necessary when the object is traveling at right uigles to the lens 
axis will restrict this diange in size so that the movement (or dis- 
placement) will ordinarily not be greater than the specified allow- 
able movement. To compute the shutter speed to be used in photo- 
graphing moving objects it is customary to compute that whidi 
would be peopm when the ol^eet is traveling at ri^t angles to the 
lens axis. If the movement is 4$*^ to axis tills exposure time is 
increased 60 percent. If ihe movement is parallel with the lens 
axis the first computed exposure can be increased three times. 

(3) The following will illustrate how the exposure time is com- 
puted. It IS deedred to photograph a motorized vehide in such a 
manner that image will h$ S inches long and tfaje movement of 
the image confined to %oo inch. An object 30 feet long is traveling 
60 miles per hour at an angle of 45*^ to the lens axis. To compute 
the exposure time, the distance from the lens to the object must first 
be determined. The proportion to use is d : D F : A, 



Substituting known values : 

8 : 360 : : 12 : ^ or ^ =540 inches or 45 feet 

Then: 

Hi^smca in incfee9i>< aMos^ble movement =gJ^^^^gJ 
Focal length X speed in inches per second 

Or substituting known values ; 



whidi would be tiie correct exposure ^e wtm objeet w«s tiftteUi^ 
at a SO" angle to lens axis. Traveling at 46** to the lens axis an 
exp(»nre time 50 percent greater or Heoo second would be correct. 



length of image 
Z?= length of object 
focal length 

distance from lens to object 



or approximately ^400 second 



13X10S6 " 2346 



148 




Original frDm 
UHlVERSinOf CAUPORNIA 



BASIC FSOTOORAPHT 



TM, 1-219 
S08-^10 



(4) It is often* rea^itd that after the exposure time fair making 
a photograph of a moving object has been calculated, it is impossible 
to use it. 'Hxii may be because the calculated exposure is insuffi- 
cient, or because the shutter is incapable of the calculated speed. To 
estabH^ a practical exposiue Um^ it is necessary to calculate an 
izpomure time within the range of available i^utter s|>eeds. If a 
decrease of shutter speed is necessary to correct exposure, the camera 
must be moved to a greater distance from the object in order to keep 
the movement of the image on the plate within the desired limit. 
The increase in distance is directly proportional to the increase in 
exposure time. For instance) in ihb above exunple, at a distance 
of 45 feet an exposure of ^eoo second was oomct. Consider that 
it was desired to make the exposure at ^ooo seccaid) tbB distance 
from camera to subject would then be: 

::45:Xor^=72 feet 



ICOO 1000 

Hie scale of the mmgBf decxeasea m direct proportion to the distance 
of the camera £rom tile object. Consecpieiitiy the image would be 

too small in the case just cited. The image may be enlarged by 
projection but consideration must be given to the fact that for each 
diameter of enlargement the effective movement on the plate is mul- 
tiplied by two. In order to maintain a movement on the finished 
print of not more tiian %oo of an inch, the cameramim must reduce 
tlw actual movement of the image on the focal plane. The move- 
ment allowable is determined by the times enlargemient neces3ai7 in 
printing. 

209. FocuBing the image. — ^In tiie photography of moving sub> 
jee^ it is practically impossible to haep the subject in focus, watch its 
approach, and trip the shutter at the critical moment. The faster the 
movement, the more difficult this becomes. To circumvent this diffi- 
culty, the usual practice is to prefocus an area on the ground that will 
be sufficient to include the required area of the subject. Allowance 
ffliu^i^bextuuteficnrttoieactkaltimec^ l%er^ore 
tiie shutter contrdl is op^nited at sm^ a time that the subject will be 
in the area on which focused at the time the shufetw opens and closes. 

210. Sensitized material. — Ultra speed films having Weston rat- 
ings of 100 or more have greatly simplified the problem of the photog- 
rapher in making fast action photographs. This type of film can well 
be iised tdth ttU conditions of daylight and up to 1/WQ of a second 
when using photoflash bulb iBuminaticm. 
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211. High-speed photography for technical studies. — ^For de- 
tailed study of rapidly moving pieces of equipment it is necessary 
to have completely sharp photographs. For this reason exposures 
of less than M.0000 % second are sometimBs used, inasmuch as 
camera shutters are mcapable of these 8|>eecb the hght source itself 
is made intermittent creating an instantaneous flash. With such 
short exposures the light intensity must be extremely high in order 
to secure negatives of sufficient density. Graseous discharge lamps 
and high voltage spaiks are used to furnish light of extremely sh(^ 
duration. This typti of photography is used in studying the stresses 
placed on aircraft structures, propeller torque, vibrations, landing- 
g^ recoil, gun movements, and other engineering tts^ 

Section IX 
FLASHLIGHT PHOTOGRAPHY 
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212. Ctoiienili— Flashli^t k a form of artifidal iig^t of a highly 
conc^trated nature. It is used geaenSfy to obfeun instiHifemeoas 
exposures of objects with which other types of lighting would be 
impractical. Flashlight can be used as a unit of illumination or as 
an auxiliary to either artificial light or daylight. It is especially 
useful for making indoor pictures as it is ea^y controlled and is 
readily adaptable to produce any degree of contrast or softness. 

213. Flashlight materials and equipment. — Flashlight can be 
produced by igniting a highly combustible powder in an open flash 
pan or by use of the photoflash lamp. Flash powder is used prin- 
cipally for night aerial photography and for hurge outdoor ground 
l^tiii^ings. Flash powder is seldmn used for intorioiTB because d 
the fire hazard, smoke, and dust. Inside the bulb of the plu^tofiash 
lamp is a quantity of magnesium alloy which is explosive under cer- 
tain conditions and capable of producing light. The explosive ele- 
ment is usually in the form of a fine wire or crumpled foil and may 
be ignited by electricity. Bull^ containing foil can be fired by «m- 
tact with each other, one central bulb being fired electrically. Whre- 
filled bulbs aumot be fired by this method of contact. PluKtoflt^ 
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haSba m tmaXiy provided with smm pistoetlini a^iltisfc tnsrslaiig 
when fired, such as a coating of txanspuent medium both inside 
and out. Some bulbs have a safety color spot which changes color 
if there has been a leakage of air into the bulb. This change of 
color indicates that the bulb is not safe to use. 

S14. Bjncbx9 Saj&i^—Synchromzed jSaili guiis fiz«i ^ftttiUr o^pm- 
ing de^K^ l^t ace eiiher electri<»lly or nwdiftnMly (spring) 
operated. In principle these guns are alike although the practical 
application of the several types may differ. When the switch is 
closed, contact is made which fires the bulb and operates the shutter- 
opening mechanism. Synchro flash may be used with between-the- 
Itiiis or f oeal plane fattens. When using a flash with a foeal plane 
shutter difficulty may be encountered in producing an even exposure 
over the entire plate. This is because the "peak" of the flash is of 
less duration than the time required for the shutter to act. It is 
necessaj^ to use a bulb of an illuminating peak long enough to 
fiee»mmodsri» the dhuttor action. 

215. l^ses of gynehio flash. — Synchronized flash eqnipmiait is 
desirable for most interiors and for exteriors under poor lighting 
conditions. Synchronized flash may be used to great advantage in 
tilling in the shadows present under harsh exterior lighting and is 
frequency used for personnel photographs made under brilliant 
sonU^t. Its appUcation to equipment photography under 
conations is obrioua 

216. Reflectors. — a. Some reflectors are designed to concentrate 
more light in the middle portion of the covering area. Such reflec- 
tors should never be used when flood light illumination is necessary. 
The efficiency of any parabolic or spherical reflector depends upon 
five very important factors : Position of the bulb^ distaxtce of fanlb 
ix€m center of reflector, size of bulb in relation to reflector, the 
curve of the reflector, and polish of the reflector. 

h. The position of the bulb in the reflector determines the direction 
of the projected rays. The light-producing area, of the bulb should 
be emtered widL ^ pmralmBq curve m that the light rays will be 
ivofeeted ^:i:aight iJtead. Some reflectors hav« an adjvisteble device 
to assist in accomplishing this purpose which, however, is only puily 
effective, being also dependent on the size of the bulb. 

e. The distance of the bulb from the center of the reflector has a 
direct bearing on the evenness of the illumination. For example, 
if it Is too far forward, the Ii|^t mym wUl cmm giving uneven illu« 
mination and a "hxAspot** at tine point of eromng. 
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d. The size of the bulb or light source in relation to the reflective 
area is also important. A reflector should be designed to accom- 
modate a light bulb of certain dimensions. If a different size bulb 
ij3 used thjUL titttfc foar tl^ reflector is made, there will be a 

proportional loss of effidency. 




Wusawm 64. — Beflector cfllclency. 
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«. The shape of tiie ai&erical or parabdtle cnrre governs the 
"spread" of the light rays projected. For example, a reflector that 
is shaped more like a cone than a dish will project a narrow and 
more concentrated beam. A diah-shaped reflector will spread the 
light in the naiora of floodlighting or Inroad iltandnatlQiL 
Some xeflectoie tm ptofided with an ftnziliaiy rliig ol metal wi^ 

: a diffusing surface. Thb ring covers approximately helf the bright 
or polished surface and serves to diffuse the outer ring of light and 
increase the angle of spread. The various features of the action of 

. light in relation to reflectors ara illustrated in figure 54. 

817. Photoflash bulbs. — ^Fhotoflash biilb% or lamps, may be pro- 
cured in many different sLns from the golf-lmll siae to the lai^ 
high, intensity lamps for photographing large groups and areas. A 
blue-coated lamp is also available for use in color photography. 

218. 'ExpoBUTB. — 0. Flash exposures, whether lamp or powder, 
ue not calculated in the same way as other exposures. It » 
ioliffioudy impoesible to tm a lig^ meter. Oihar than iha vsaal 
exposure factiEUS, exposure is dependent upon the size of the flash 
used, the photographic characteristics of the flash, and the operating 
distance from the subject. To ascertain the correct exposure the 
amount of light emitted by the flash and its actinic or photographic 
quiklKles mnEi be knomL This estoblidied, the exposure is computed 
oonddffiimd<»i <tf the operatili^ distance and the esposnie leqaize- 
ments of the subject itstSt, Exposnre tables fumisbed hy nmttn- 
facturer of flash bulbs are of great value to the cameraman and 
should be used whenever bulbs of unknown intensity and spectral 

■ analysis are used. 

' ft. As an emergency tetat of synchronization of fladb and Gutter 
ihe CfOMraman may fire a lamp and by looking through the lens as 
the shutter opems, ascertain if the flasb is evident If the flash is 
plainly in evidence at the highest shatter speed available the synchro- 
nization is in proper sequence. 
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219. Definition^ — A photographic exposure is the subjection of 
a sensitized emulsion to light. The amount of exposure a sensitized 
material can receive is dependent upon the actinic intensity of the 
light and the duration of time the light is allowed to act. Intensity 
tim^ the dme, there£cn«, equals ih» ezpoEttie ( SxT'^E}, 

220. Pactora of exposure. — a. In calculating eacposure the fol- 
lowing factors should be considered : 

(1) Shutter speed and lens aperature. 

(2) Intensity of light source. 

(3) Speed of the emulsion. 

(4) Brightness range of the subject 

(5) Color of illumination. 

(6) Development. 

h. Shutter speed. — (1) The shutter speed is the duration of time 
that light is allowed to pass through the lens and is dependent upon 
the intensity of the lig^t aoaxtm and ^e mzA <xf tlie lem aperbire. 
For any giv^ set of illumination eondiUons and film speed, the 
shutter speed varies with the lens ap^ure. The larger aperture 
the faster the shutter speed. 

(2) The lens aperature is the effective area of the lens through 
which light is allowed to pass during the time the shutter is open. 
The faster the shutter speed, the lai^r the effective aperature for a 
given exposure. 

c. Intensity of the light source. — The intensity of light vari^ in- 
versely with the square of the distance from its source. Light 
reflected from an object varies in this same ratio. The cameraman 
is concerned witSi the Hdit whidi actually reaches iJie focal plane 
wh^ he is determiningX exposure neomry. 

d. Em^dsym epeed. — The faster the film in use, flie shorter "wSi 
be the exposure necessary to record the desired image. The expo- 
sure, then varies inversely as the speed of the emulsion, 

e. Brightness range of the subject. — ^The range of brightness in 
tbe imbject to be photographed is a direct laito In determining 
exposure^ A subject of short briefness range will require less expo- 
sure then varies inversely as the speed of the emulsion. 

/. Color of illumination, — The exposure is directly dependent upon 
the color of light in the illumination and the color sensitivity of the 
film being used. For artificial light exposures, a film whidi has a 
high sendtivit^ to red should be used because the illumination pre- 
dominates in tlm long^ wavelength re^cm of T^ble li^^ Arti- 
ficial light exposures are longer than average daylight exposures ^ 
to deficiency of highly actinic blue light. Exposures in late afternoon 
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woald also be kmgeir tlum in early morning and midday because the 
li^ from the sun would predominate in red. 

ff. Development. — ^The extent to which a developer will develop 
the shadow detail of a negative varies with different developers. 
This variation is so great that manufacturers of sen^tized emuMcfiis 
state a 8|»ed rating for an emulsdon based on a definite degree ol 
developn^t in a specified derdoper. This speed rating is used in 
determining correct exposure and will vary if other than the 
recommended developer is used. 

221. Calculating the exposure. — There are three methods in 
Sss^eaniX vm for computing exposure; the nse of ezposare mrters, the 
ki^ stop system, and the appliottion of espomrt tables. The com* 
pating of exposures by the use of a photo-electric meter is generally 
conceded to be the most accurate method as the element of human 
error is more likely to occur when using other systems, 

222. Photo-electric exposure meter. — ^A. photo-electric exposure 
meter is an instroment by which the inte^ty of the li|^t may be 
measured imd the correct exposure computed. The meter consists of 
ttiree main parts as follows : 

a. A light-sensitive cell which, when energized by light, forms 
an electric current. The amount of this current is proportional to 
^ ktiajsity of the reoeiTed b^ the oeU. 

h. A device which meaenixes tiie eledxkid current foxmed and hm 
a numerically graduated scale to indicate the amount of lig^t inci- 
dent on the cell. 

<K A movable scale for computing the exposure. The meter should 
never be subjected to heat greater than 140° F. in order to avoid 
deterioration of the sensitive coating on the cell which would change 

the calibration. 

223. Visual extinction meter. — The visual extinction meter op- 
erates on the principle of light transmission through a numbered or 
lettered disk enclosed in the body of the meter. The clarity of the 
characters on the disk appearing in the graduated illumination indi- 
cates the li^t value. After tiie light ^alue has becoi detenoiiiied, ^ 
exposure time is computed by means of a mechanical scale in which 
the speed of the film and the lens aperture is taken into consideration. 

224. Key stop system. — a. General. — "When an exposure meter 
is not available, the exposure may be calculated by a system known 
as tiie kep stop which is, in effect, a means of employing the camera 
fts a visual extinction meter. 

h. Method. — To determine the exposure by this system, a camera 
^th a focusing screen is necessary. The camera is set up and prop- 
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exlj adjirated, witii iJie lens set at its greatest aperatura. The photc^- 
rapher next views the subject directly to obtain a mental impres- 
sion of the illumination. When this is accomplished, the image on 
the focusing screen is viewed, with all extraneous light excluded. 
The lens is then ^pped down pntdl the intensity of tiie illumination 
in ^e image is equivalent to the mental impression of the subject 
The aperture reached is called the kep stop. The exposure time 
at this aperture will vary with the film speed and is approximately 
equal to the reciprocal of the Weston speed rating. For example, 
a fihn with a Weston speed of would have a k&j stop exposure 
time of %s of ^ second, Weston speed 50 would give %o of a second, 
etc. If tlbB lens must be stopped dowm further than the key stop to 
obtain more depth of field, or opened up to obtain faster shutt^ 
speed, the exposure must be computed accordingly. 

225. Tables and guides. — a. The purpose of the exposure table 
is to.f&dlitate tiie findmg of the correct exposuie in tesnm of shutteir 
speed and lens aperture for different types of subjects aocordiiig to the 
speed rating of the film used and the prevailing light conditioD, eitb^ 
daylight or artificial. The table shows how to determine exposures 
that are correct within the latitude of the film used, for diflferent types 
of subjects, when the exposed film is processed in the manner recom- 
mended. An exposure table is shown in figure 55. While exposure 
tables and guides do not measure actual light values, it will be lenmd 
that by exercising ordinary care and judgment in their use, ezposuree 
of sufficient accuracy may be readily determined. 



Len* aperfttres at 1126 second 



* 


Brilliant 
subjects 


Bright 
subjects 


Average 
subjects 


Shftdai 
subjects 


Bright sun 


F/22 


F/16 


F/11 


F/8 


Hazy sun 


F/16 


F/11 


F/8 


F/5. 6 


Cloudy-bright 


F/11 


F/8 


F/5. 6 


F/4 


Dull - 


F/8 


F/S.6 


F/4 


F/2; 8 



Vusvim S5. — ^Daylt^t ocpoTOK table. 



h. An exposure table that is provided with a movable part which 
is adjustable for different types of subjects under rarying light condi- 
tkms is rofca^red to as an ^cposui^ The i^fieed of the flhn being 

wed is Gon^dered in the calibiafion of the guide. Usuidly tlw pturt of 
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tlK» outdoor guide referrii^ to the light condition is divided into four 
sections : bright sun, hazy sun, cloudy-bright, and dull. The part of 
the guide referring to the subject is divided into four classifications: 
brilliant, bright^ average, and shaded. By connecting the movable 
part of the giu^ indleating the light emid^^l^m. 'wiXk tbe <^)rpe id wah" 
joct to bft plkott^izapiltedj ihe slmttor sp^ds and emmm^tuSihi^ f num- 
ber lens openings to give the correct ezpoeuTB for a pairticular film are 
aotomatically shown. (See fig. 56.) 



Outdoof- Gurde 




Wtaxm |56. — DayUgbt exposure guide. 



c. An exposure guide for artificial light exposures usuaUj lias <Aefi<» 

nite light conditions and shutter speeds on a fixed scale. On a movable 
scale, an arrow is marked. This arrow points to the liglit condition. 
On the lower part of the scale the lens aperture is indicated for definite 
films depei^iiig upon ilse ^i^di speed. XS^^ m^^m^ ttre girea 



lit 
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for definite types and numbers of lamps at various distanres, (See 
57.) It is advisable for the cameraman to maintaiu a recotd of 




PiGUM VTj—AtWxMl light exposure goide. 

exposures. This will serve as a guide for future use of the data set 
forth by the exposure guide or table and will develop a sense of 
exposure judgment. 
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V. Fine-grain development - 248-252 

VI. Negative making in tropical climates..^ 253-254 

VII. Speed processing 255-264 
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GENERAL 
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bsportance . 226 



226. Importance. — ^NegatiTe nukbig is the most important ^«p 

in the production of a photograph. The first requirement is that the 
sensitized material be correctly exposed and afterward that it be de- 
veloped properly. The negative, therefore, is the foundation of the 
photograph and when a good negative has been produced, the suc- 
msiai coanpletaon of the photograph is more thttn half accompUdied. 
From a negative which has been thus produced, it is possible to makft 
any desired number of prints with comparatively little difficulty. 

SscnoK H 
EXPOSURE 

Piragrapb 



Light Intensities 228 

Tones 220 

Reproduction of tones 230 

Effect of exposure on tone . 231 

The petfect negative 232 

BBect «f exposure «t doisEfy S88 

Densities with increased exposure.... — 2S4 



227, General. — The first step in the production of a negative is 
the exposure. In any photograph, there is a representation of the form 
of an object and of tiie effect of the light falling upon it This effect 
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is allied "light and shade." CJorrect reproduction of the outlines of the 
photographic image depends upon the quality of the lens. In this 
section, ooi^d^tiMi wiU be given to ibe proper representation of tl» 
effe^ of the light falling upon the snl^dct, which is the ba^c problem 
involved in negative making. 

228. Light intensities. — Any subject that might be photographed 
is composed of areas which reflect different intensities of light. The 
areas which reflect much light are called "highlights" while th(^ which 
reflect littte are called ^'shadows." Other az«ip wIMi refleiet nuxre 
li|^t ihm 1^ shadows but less than the hi^iU^ts are c^ed "half- 
tones." A i^Kitograph, to represent a subject properly, must be com- 
jwsed of areas which will reflect amounts of light proportionate to the 
corresponding areas of the original subject. In the photograph of a 
house (fig. 58) the pipes at the top of the chimney and the white stucco 
betwem the pawling of the guides are the li^te^ portions of the 
photograph and are, therefore^ 1A» most prominent M^^ights. 7!he 
projecting wing of the house, by cutting off the direct rays of the sun, 
forms a heavy shadow on part of the roof and part of the garage. This 
is one of the darkest shadows of the photograph. The lighter areas ot 
the lawn are neither dark tao^ li^ hat are halftones. Hwre axe snimj 
idiadows^ h^^ig^it^ «id halftones in the photograph o^ier than those 
pointed out. A study of the pluytograph will also disclose that there 
are a large number of variations between the highlights and the half- 
tones and between the halftones and the shadows. The range of i^ades 
from white to black is long. The intermediate tones between the high- 
lights, halftooee, and diadows are called gradatioiie. Mwtty eiabje^ 
contain an innumerable nomber of gradations <»f light intensilm 
These fine gradations must be recorded in the negative in such manner 
that they will be reproduced in a print made from the negative. Such 
a negative is said to have good gradation. When a negative of an 
average subject has a good gradation, it is proof that the negative was 
properly made, as good gradation can be obtained only when the 
exposure and development have been correct. 

229. Tones. — Perhaps a clearer idea of what is meant by a "tone" 
can be obtained from the study of a simple subject. In the photo- 
graph of a house (fig. 58) there are many tones. However, in the 
picture of an eight-sided block (not considering ItSm i&p fii iiia block) 
(fig, 69) 0Kxe are cmly four tones in the range from lightness to dark- 
ness. They are: 

a. The side of the block directly facing the light, which is the 
brightest side. 
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b. The side next to the brightest which is turned slightly away from 
the light and is, therefore, not so bright as the first side. 

c. The side opposite the direction of the light, which is, therefore, 

d The blacJt background. 

230. E-eproduction of tones. — In order to sliow how the tones of 
the subject are reproduced, there has been inchided in figure 60 a 
cross-section view of the negative reproduced above it. From a 
rtadj of this negative of ^bm hlo^ it will h& obsenred Umi Sxmng 
the mqaoBoie the li^ sefieetod i^tom biayhtert wAa of f^ie block 
was so strong that the silver halide grains were ej^Kieed through the 
entire depth of the emulsion. However, the light refloctod from the 
other sides of the block was weaker jiud its effect on the eniulsiun not 
80 great, that is, light reflected from the front of the block affected 
only the grains lying in the uppet half of ^ ^nleion; light ttmt. 
the idiftdow aide al^Bcted tbocie grains lyii^ neaf tibe suifaoe; wh^ 
that fsam the background was insufficient to affect any of the silver 
halide grains. The effect of the light on the emulsion was in direct 
(ooportion to its strength, and when the negative was developed, 

IMSIO*— «1 ^11 1^ 
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oiily the exposed or affected grains were changed into grains ot 
aieteUie eilTsr M the figoie Tbe f ormnticn of a nsalde iniage 

requires that a ocar^un number of mS^mt haUde graiuB be aded upon 
by the light, not too many and not too few, but just the proper num- 
ber. The length of time that the image is allowed to be projected 
by the lens on the iiim while it is in position in the camera (the expo- 
SQfe) oonlarols the number of ailTer graixus which must be iJEected by 
the lybt to looduee the reqmred nei^tiw image* TbA m3^o$ammmt. 
be just long enough to affect the proper number of dUver halide grains. 




Mi 



Vmam fid. — HlghUgbt. balfton*. sad Aadow. 
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These light -aiTected grains are reduced during deTOlopment to fine 

particles of black metallic silver which, when viewed through a high- 
powered microscope, resemble infinitesimal lumps of coke as shown in 
the photomicrographs (fig. 62). 




PtocBE 00. — ^tTnaerexpotim, overextMwura, and normal exposure. 



231. Effect of exposure on tcme.— The image in &e negative 
c<»i^sts of deposits of minute black &Xvet grains 9(»^;«?ed tfaroa^- 
OQt the emulsion, ^ere are deposits of these grains of various 
depths or densitips corresponding to the intpnsities of the liglit as 
reflected by tlic diU'eivnl purls of the suliject ])hotographed. If the 
amount of the exposure has been insuliicient, these deposits will not 
i>M|^eenough; if the exposure has hem too great, the deposits 
ii(|BRS|eilbiGk and opaque and the tones in tiie subject will not he 
correctly reproduced. In this respect photographing an object dif- 
fers greatly from viewing an obiect. "When locking at the actual 
Idock wit^ the light falling upon it in the same way as shown in 
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igBX« Ihi icm imBB m iSmdies ace easily seen, and jaet m long 
as iiiB block is gased npcm, it will appear exactly is it is In the fh- 
ture. The camera would see the block in this maimer after a time, 
but then only for a little while, at the expiration of which it would 
rapidly begin to see it quite differently. Hie amount of time there- 
fra», tlmt the camera k alkwed to see tine 8iifa|eet darii^ the length 
of ib« exposure is vital to the correct re|«odactioii of the tones of the 
sabject. This will be apparent from a study of figure 60 in which axe 
^own a series of negatives which are respectively underexposed, nor- 
mally exposed, and overexposed. In the lower half of the illustration 
is shown a print made from each negatim It will be noted tliat the 
highli^t in the photc^raph made fnnu 1^ vmS/btexpoedd. negative is 
not eLear and bright as it should be, that the halftone is too daik, and 
that the shadow is dense and shows no detail. In the phot<^raph made 
from the correctly exposed negative, the tones are such that a true 
representation of the block is secured. In tbe photographs made 
fma the OTeresposed negative, it is enident that the highlight is 
much bitter than it diould be, that the hatftcne is leaJly a high- 
light, and that the shadow Is almost a halftone; also, there is more 
detail in the shadow than is necessary to the true reproduction, 

232. The perfect neg^ative. — a, A perfect negative is one from 
which, with a minimum effort, a print which portrays the subject in 
the desired manner can be secured. To produce such a print the 
densities of the negative must correspond to the different bright- 
nesses of the subject. 

b. Figure 61 shows what is considered a perfect negative and a print 
made from the negative. Comparison of the negative and print will 
show how the tones are reversed and how each gradation of tone in the 
ne^iTe is reproduced as eqml gradations in the print. 

0, In figure 62, the three small cirdra on the negative inclose minute 
sections of the emulsion which are respectively a highlight, a half- 
tone, and a shadow. The photomicrographs show the relative num- 
ber of silver ^^ins in these different densities of the negatives. 

If it wet«poaaibte to7iewaeom|»]fltecr(^ 
under a microscope, iJie d^Kxrate of silver grains would appear ikiI 
unlike a range of nutnmtains, the highlights apiieuing as peaks, the 
shadow portions forming valleys, an,d the intermediate tones forming 
intermediate heights. Figure shows how the grains of silver lie 
in the emulsion of a n^aliva 

233. BffMt of mpmam m ^mailty*-^ &enm^By the den- 
sity of a negative is meant mtmt of the silver deposits in it which 
constitute the imBgB. D&stmiy controls opaqueness or blackness and 
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FiauM 62. — Silver gtalm In varlona (tensities. 

capacity for stopping or regulating tiie light iii printing. The extent 
to whlc^ <tt& qiMuMt^f of j^Ter deposited In ii. iiep#^ diiiraQmes &e 
amount of light which passes through tlie negal^d ^an be explained 
as follows: The deposit of silver in a certain area of a negative is 
such that 30 percent of the light is transmitted. In the correspond- 
ing area of another negative which had more exposure, the amount 
of silver deposited is twice as much. Imagine that this second deposit 
Iks in two hsyestBy mek equal to fbe la^r in the first afi#tlam The 
first of these two layers will pass 30 percent of the Hghtw The second 
layer will pass 30 percent of the 30 percent transmitted by the first 
layer. This will be 9 percent and not 15 percent, which amount 
might seem logical at first consideration. It is most important in 
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makiiig iffigttdv«s to reaUxd thai a sti|^ diiEraaiee m the density 
of any portion of a negatiTe makes a decided difference in the amtmiit 
of light that will be transmitt-ed through this portion of the negative. 

h. Oorrect density. — The amount of silver constituting the imi^ 
determines the density of a negative. When the amount is small Hob 
mgative is ^dled a thxti negative, wMle when the amoimt is ^eal, 
the ne^tive is said to be dense. Either a tlan or a desnse negative 
may have any degree of contrast However, negatives of nearly 
normal density are eader to judge for printing and are geumdly 
more satisfactory. 

234. Densities with increased expostuw.-— a. The action irf 
^soeure on tlie phot<^raphic emulsion used in nc^atiTe making has 
been scientifically studied. Under the same conditions of light and 
with the same kind of plate and developer, a series of photographs 
were made in which the exposure for each succeeding plate was dou- 
ble tlie amount given to the preceding plate. These plates were de- 
veloped the same lengtii of time and with the sMne.Mitd of 
I deroloper, andtlieamoaiitoi the silTerdepoat ineach vasmeasi^^ 
j The result of this work can be graphically represented by a "stair- 
i case" (fig. 63), the steps of which, although continuous, are found not 
to be uniform and alike, but composed of three kinds, as follows : 

(1) Those in which the rise of each step gradually increased 
(period of undeiezposiire). 

(2) Those in which the rise of each step did not increase but re- 
mained equal to the tread of the step (period of correct exposure). 

(3) Those in which the rise of mch step gradually decreased 
(period of overexposure). 

h In other won^ during the period of nnderexposnre, the dffl^ 
sity of the negative gradually increased in pro^^ortion to the increase 
of exposure; during the period of correct eoquoeure, the inGreme in 
density was in exact proportion to the increase of exposure; and 
during the period of overexposure, the increase in density gradually 
decreased as the exposure was increased. From this it will be seen 
that tmlem miMcAmt ^t^posure is given, sufficient densa^ iviU not 
be obtoined; and m ti^ otiber hand if too macik «q»oeare is given, 
the maximum amount of density will be obtained and at tbe jnme 
time the proper degree of contrast will be lost. It is only by correct 
exposure followed by correct development that proper density and a 
proper degree of contrast are obtained^ and the correctness of such 
^ioeed^ has been verged sdent^ investigaiioiis. 
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DEVELOPMENT 

Q^eral _ 2BS 

D^ee of development „ , 236 

Temperature coefficients of deTdoplng aolntlons — 237 

Bev^onamat In tvlatiMi to eaQomae . 288 

Obaract«ristlc curvea 210 

The little zepteBMtatlTe oegattTeft 2il 

Time and tempetatare HBV&apmBut — 242 



S35. OeneraL — ^The first of the two principal factors involved in 
negative making is exposure and the second is development. Since 
the different intensities of light form the latent image in the emul- 
sion, the purpose of development is to change the latent image into 
a visible and usaable image. 

236. ItaeiMe ^ developiaeiit. — ^The degree of de^oioQia^ de> 
pendB upon the type of developer, its dilution and temperature, the 
amount of agitation given during development, and the length of time 
the emulsion is allowed to remain in the solution. When only one 
type of developer is under consideration, the first of these factors is 
usually oonstaiii) wlddi mtikm the lime of de^^dopmesifc most 
importffiat. 

237. Temperatare coefficients of developing solutions. — a. 
An image in an emulsion will be developed in a definite time when 
the developing solution is used at a c^tain temperature. The devel- 
oping lime yaries ia^^KSe^y wMi tl^ A temperature OO' 
^flMent is a nwuerical raSa» vlaaiek can be nmd to otepute ite 
developing time to seeure equividfiafe results when the solutiQa is used 
at different temperatures. 
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h. Temperature coeffidents are based solely on the type of reducing 
agent used in the developing solution. The temperature coefficient 
for any developing agent is constant, being little affected by the other 
ingredients of the developing solution or by the amount the solu- 
tloai k diluted. However, tha teiaperatnr^ ooefficleiit does vary 
sli^tly with the amount of potassium brtxtoide in the solution and 
it varies slightly with different emulsions. 

c. Temperature coefficients of developers can be secured from 
tables, direction sheets for using developers, or determined by tests. 
They ax*e nmlly based on differences in temperatures of 10° F., 
but ean be interpolated for tonperatiues between these readings. 
The following Hie temperature coefficients for several commonly 
used developing agents based on lO** variations from standard 



temperature. 

Metol - ._ , , 1. 3 

Hydroquinone 2. 5 

Metol-hydroquinone 1. 9 

I*yr<^a3Kc acid 1. » 



d. An example of the appUcation of tempraaturo coefficients is : 
The developng time for a developer used at a temperature of 70° F. 

is 1 minute. When vmA at SO*' F., the developing time will be 60 
divided by 1.9 or 32 seconds. When the solution is used at 60° F., 
the developing time will be 1.8 times 60 or 1 minute, 54 seconds. 

23S. Development in relation to exposure. — The exposed Him 
may be underexposed, ooiteetly exposed, or ovempraed; tmd deviA- 
opment in relt^oa to each of these three kinds of exposures may be 
for the proper length of time, or less than, or more than, the proper 
length of time. The nine different results thus obtained furnish a 
comprehensive study of both the factors entering into negative 
making, namely, exposure and development. 

230. Contrast — When an exposed film, being developed, is 
examined soon after the action of the developer has becosne apparent, 
it will be found that the difference in density between the heaviest 
and thinnest part is not great. However, after development pro- 
gresses this difference continues to grow, and as development is 
Hearing completion, tibe difference between the d»i»st portum of 
the ne^tive and flte less dense portion will be very mn^ ^emteF 
than it was at the beginning of development. This difference is 
called contrast. When it is excessive, the negative is termed "hard" 
or "contrasty," and when it is insufficient, the negative is called "flat," 
"soft," or "lacking in contrast." When development is prolonged 
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beyond the point where the desired contrast is achieved, contrast will 
continue to build up until it becomes excessive. A print from a 
negative that lacks sufficient contrast resembles one from an under- 
exposed negatiltt in that both photographs appear dull and fail to 
show the natural graduation from hi^iMgbfcs to i^adowg. a 
print from a negative that is too contrasty, there is an equally 
unnatural rendering of the subject in that the highlights are too 
bright and strong in comparison with the halftones and shadows, 
and the result is a harsh representation of the subject. 

To sum up tlie oontente of the last few p^tgraphs, it should be 
mnembered thiU; the amount of detail in the shadow portions of 
the negative is regulated by the length of exposure; that although 
the degree of normal contrast in a negative is exactly fixed by the 
nature of the subject, the actual contrast produced in a negative 
ihiBieof is regulated by the degree of derdt^eiit go ^at &e actoftl 
contrast m&y be insuffident because of Uck of developo&ent or it may 
be excessive because of orerderolopment. It should also be remem- 
bered that density is the result of exposure plus development. A 
study of the chart describing the characteristics of the nine repre- 
sentative negatives, paragraph 241, and figure 65 will assist in. under- 
handing the effects of espoBom and development in n^fxTe making. 

240. Characteristic cnrveB. — Figure 64 shows the characteristic 
curves which result when a negative is developed for 8 minutes and 
when developed for 12 minutes. From the curve, it is seen that the 
gamma of the negative developed 12 minutes will be higher than 
that of the one developed 8 minutes. 
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FraoBi 64. — VtiDe-csmiiM oomiMirison. 



341. The nine representative negatives.— a, Oeneral. — The 
exposure of any negative may have been insufficient, correct, or too 
gteat Similarly, the amoigrtb of envelopment may have been 
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insufficient, correct, or too much. Therefore, any developed negative 
can be classified as to exposure and development into one of nine 
types. Figure 65 shows these types of negatives. In making the 
iIlii8ti<&Mcati <me set Of itoeee m^B^re^ was purposely underexposed) 
anoUier eorrectly es|»oded, ftnd a iMtd set was etnis^ctefably over- 
espsed. Ofeue BegatiTe from each set was developed for one-half the 
normal time, another negative from each set was given normal devel- 
opment, while the remaining three negatives were developed for 
double the normal developing time. Characteristics of the individual 
negatives are tabnlalted belov. 



Underexpoted 

DetaO... 

Density 

Contrast 

NormaUu exposed 

Detaa 

Density 

Contrast 

Overeispoted 

Detail... 

Density 

Contrast 



Insufficient. 

Insufficient. 
Insufficient. 



Slightly lacking. 
Insufficient 



Too much 



Con»ct or too 

much. 
Insufficient 



Insufficient 

Slightly lacking 
Normal 

Correot 

Correct 

Correct 



Too mueh 

Too great 

Too great 



Insufficient. 
Slightly lacking. 
Too much. 



Cofeott 

Too much. 
Too much. 



Too muoh in t^adows 
and hairtonea High- 
lights blocked. 

Decidedly too much. 



Too great. 



6. Exfosfwre. — Upon studying figure 65, it is seen that it is impos- 
sible to secure shadow detail in an underexposed negative even when 
ikib negative \& GV«tird^v^o|>ed. Also tlutt tl^Xie is a surplus of ^Kad0# 
detail in as d^ean^Eposed iii^t^iTO mm. wben thie negati-vB Is imder> 
developed. From these observations, it can be correctly assumed 
that the ea^posure forms the image in the ^oonlsioQ while devdopmeDt 
brings out the image. 

c. Contrast, — The degree of contrast in a negative depends upon 
how long tliB native was d^v^oped. Figure 6S $hows th^ %m eon- 
trsst of all the underdeveloped negatives is insufficient and tliat of 
all the OTOideveloped nc^iaves is too great 
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Demity. — The density of a negative is dependent upon both 
eJEposure and development. However, figure 65 shows that a badly 
uaderexposed negative will have insufficient density even though it 
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Itt decadbiUy oficdev«i]oped. Abo, that an in?^ereaqpoaed i^ 
have aaffidenEt or even excesfflve dmmty aMfeon^ the dev«ibp' 
ment was insufficient, and that an ovuaees^poBed, ni^ative which has 
been normally developed is quite dense, while if overdeveloped, it 
will be excessively dense. In fact, it is impossible to secure an ex- 
ceedingly dense negative unless it has been decidedly overexposed 
and whm the denat^ of a negative is too great it is most often the 
result of overratpositre and not because of overdevebpment. 

€, Importance of proper classification. — ^Too mtfch emphasis can- 
not be placed on the importance of learning to classify negatives cor- 
rectly as to exposure and development. The exposure and develop- 
ment of a negative are seldom exactly correct. In fact, the latitude 
of eiQnMoDS is aacSi Hiat it is of IMe importftnce if 1^ sqwsure 
development is not exactly correct, bat it is of greatest impor- 
tance that the photographer be able to recognize in a negative any 
variation from correct exposure and development so he can make 
correct changes in the ^suing negatives. If he is unable to recognize 
lieficiencies m iiegalives, he will be ineUhed to ma^ increasingly 
giffl^er exrovs in exposure and development 

243. ^Tlme and temperature development. — a. The time and 
temperature method is based on the fact that a developing solution 
at a definite temperature will develop a given negative to a definite 
contrast (gamma) in a given time. This time will vary for different 
types einiiMoiuf. 

h. Use reoommcanded tempwature for most developing stdutions 
is 66° £*, Best r^lte are obtained at this temperature, but it is 
sometimes necessary to use developing solutions at a lower or a 
higher temperature. Most developers will function satisfactorily 
at a temperature as low as 55° F. and as high as 80^ F. A few 
.derelopei^, known as tropical developers, can be used at higher 
temperatures. 

c. The developing time to use at different temperatures in order 
to secure equivalent results can be computed by using the tempera- 
ture coefficient of the developing solution or from time-gamma 
temperature charts, 

d. A time^gamma temperature chart \b a (^art which shows the 
developing time necessary to secure the desired gamma or, con- 
versely, the gamma which will result at different developing times 
at different temperature. A separate chart is generally used for 
each different developer and emulsion. A chart may have a curve 
which is chaxvcten^e of only cme type fOm or it tmf ocutain 
curves for mvtxaJL types. Figure 66 shows a Qrpical chart. This 
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<!luiit £2mws^ ndimtce of deirelopiiMait oeeearary to obtain a gamma 

of 0.5, 0.6, 0.7, 0.8, 0.9, 1.0, and 1.1 at any temperature between. 
55° and 90° F. This chart is for a standard fast panchromatic film 
when developed in a certain developing solution. The times given 
are for intermittent agitation of the solution. If constant agitation 
is vmd, fhe developing time can be reduced. Intermittent agitation 
is considered as agitating the emulsion at approximately equal inter- 
missions 10 times during the time the emulsion is being developed. 
Constant agitation means continual agitation. This is usually 
secured .by mechanical means when developing in tanks, or by 
omstant rocking of &im traj in tray development. 




9 3 4 S676etO tS 20 23 30 »40 

TIME or OfVeLOPMENT 

Fioomi 68. — ^niiie.sAtnia« teaperatiin ehazt 



SECTnOK IV 

MECHANICS OF DEVELOPilENT 

Fwragnpb 



Methods 243 

Harking films for identification 244 

BeTelcplng In traya— 246 

Developing cut films In tanks '. 246 

Drying rooms 247 



343. Methods. — a. Cut film negatives are developed either in 
trays or in tanks. The tank system of development is the best 
imfi^od, esi^editlly whrn t^re are large quantities of net^ltives. 

5. Short len^Jis of roll film can be developed in trays, suspended 
in tanks, car wound in reels having spiral grooves and developed in 
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tanls. Aedal Sim Is omii^y dev^o^ped in a tsak^ faelag reeled from 
one spool to another by an electric motor during dspnkigmsak, 

244. Marking* films for Identification. — It is sometimes neces- 
sary to mark exposed films before development so that the developed 
negative can be identified. Ordinarily, film holders are numbered 
and not&s wmde of any infcMttudiott pertaining to speeific film nntti* 
bers. Some film holders have a stenciled number in the comw which 
is imprinted on the film during exposure. This number coincides 
with the number on the exterior of the holder. When the number 
is not placed on the film during exposure, films can be marked by the 
Mlowing methods: 

0. Hacing identifying mark on die edge of a definite comet by 
J^adng the negative emulsion upon a rigid support and marking by 
means of a blunt pointed pencil having a lead of medium, hardness 
or by means of a stylus. 

b. Using ticket punch. When a large number of films must be 
identified, the puncb mtarks can be in code or seroral ponehes making 
diiexent sliaped holes can be naed. 

c. It is somewhat difficult to use any of the above methods in abso- 
lute darkness, as it is difficult to confine the markings to the edge of 
the film. When large numbers of films are to be marked, it is 
advisable to cut a comer from a metal shield the same size as the 
Q^tive. This can be used m a giurd and guide. Films should be 
marked in the comer next to the notches. This facilitates locating 
the identifying marks on the negative. 

245. Beveloping in trays. — a. Types of trays. — Stainless steel 
trays are generally used for all the solutions used in tray develop- 
meat althou^ «iameled steel, rubber, or glass tarays may be used. 

(1) The best practice is to use trays only sli^tly laiger than the 
negative. This prevents the disarrangement of negatives. There is 
more danger of scratches when films lie in tiw taray in a haphazard 
manner. 

(2) The tray for rinsing need be only slightly larger than the 
ii«gative. The tray for the fixing bath should be at least twice as 

large as the one used for the developer. 

(3) If a safelight is used, the tray for the developer should be 
placed about 30 inches from the safelight, the tray for the rinse bath 
to its right, and the tray for the fixing bath to the extreme right. 
The trays should be about i indies apart to {net^eut splaalu^ of <me 
soluti(m into another. 

h. Mkcmg solutions. — The fixing solution should be mixed first, 
then the rinse bath. The developing solution should be mixed last 
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0, Mooing the deveto^mg sohtHon. — ^The developing solnficiii mtkf 
have been mixed at using strengtli in which case it is only necessary | 
to measure out and bring to the correct temperature the desired i 
amount of solution. If the stock solution of developer must be j 
. diluted Imt use, the proper unmmt of water should be msamr^ | 
of the aajne tm^ratttim as that tf» be xmA for the develop&t^ solu- 
tion. The diluted 8oluti<»i fJiould be stirred to assure uniform i 
density and temperature after which the temperature is verified b; I 
a thermometer. 

d. Beimnmff temperature. — It is extoemely importent that the 
tempenri^ure of the solution remain constant while it is b^ng used. 
Any dumge in temperature must be anticipated and necessary i 
arrangements made to keep it uniform. Methods that can be used 
for this purpose are suggested in chapter 8. < 

e. Hafuilmg films in the developer. — (1) As six 8- by 10-inch films 
are tiie most tJiat should be developed together in a tray, the metiiod 
used to develop this number is as follows: 

(m) Have all solutions res^, pbu» film holders in ft eystemfttic 
arrangement, set timer for proper developing time, and turn out 
li^ts. I 

(&) Bemove films from holders, placing them in a neat pile, emul- 
don down, on a dean surf ace. Flaoefflaa,emnl8ionnp,ial^handin 
a fan-like arrangement Start timer. With right huid, slide first 
film, onulsion up, in the solution. Bock tray once or twice. In 
.about 5 seconds, place the ^cond film in the solution by pulling it, 
emulsion up, from left to right through tlte solution. Care must be 
exercised imt to damage emidsion of fihn nadanaitib. FuB the first 
film out of &e solution, permitting the e^ of die top fflm to sipeese 
lightly the solution from the emulsion of the bottom film. The first 
. film is placed back in the solution in the same manner as the second 
fihn. The process is then repeated, which places the first film again 
at the bottom. This operation, while seemingly complicated, will not 
occupy S seccatids t^aie. Five seconds xH/ek the seccmd film Is placed 
in the solution the third film should be added in the same manner as 
the second. The operation is repeated, changing the positions of 
previously inserted films each time a new one is added, taking pains 
that when the sixth film is added, the position of each film (according 
to its nqmber) is kiMiwn. 

(e) Warn all the films are in the soMan^ each fihn should be 
shifted from the bottom to the top of the pile. After they have been 
in the solution for about 2 minutes, it is permissible to wait about 20 
or 30 seconds between changes. Care must be exercised not to grasp 
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8 film is tlM same ^ each time its posi^on is shifted as the heat of 
the fingers may cause stains or melt the emulsion in the spot which 
is touched. Also about midway of the developing time the tray 
should be turned halfway around. Then the films will be handled 
by their opposite stdes. 

(i^) When Uie timer rings (oar tiie d»veIopixig time has ^e^) ^e 
negative is removed from the developer, placed emulsion up in 
rinse bath, and agitated. At intervals of 5 seconds (estimated) 
remove the remainder of the negatives, one at a time. As they were 
placed in the solution about 5 seconds apart, each will have liad the 
same development. 

(S) With experience, a person dm develop twelve 4- by 6-ineh films 
at a time. Probably the method is to place six in the solution in 
the same manner as explained in (!) above. After 1 or 2 minutes, 
start the second six in the same manner, keeping the two sets of six 
separated throughout development. 

(8) Another method is to place tin films m the 8(duti<Hi in 1^ dune 
manner as given in (1) above, placing them in the sohltion one at a 
time and as rapidly as possible. This can be done as the 4- by 5-inch 
negatives are not so likely to adhere to each other as are the larger 
8is»s. A complete film pack (12 films 4- by 5-inch) can be developed 
^ ma time, provided tlw Sima are first soaked in w»tet. The same 
iitel3iod of developing is then used as when developing ntgnlar 4- hj 
6-inch cut film. 

/. Eiming the negatives. — If the rinse bath used is merely running 
water, the negatives should be rinsed for about 20 seconds. If a 
hardeiw rinse bath is used, they s^uld remtun as long as indicated by 
the dire^omior tudng the soliition. 

ff, FimaHon, — ^After rinsing, the negatives should be placed one at a 
time, emulsion up, in the fixing bath. They should be agitated inters 
mittently about 2 minutes before the white lights are turned on. 
The negatives should fix for 15 minutes or at least twice as long as it 
tsikss 0m emulsion to dear. The negatives should be agitated several 
^am while fixing. 

A, Washmff. — ^The negatives should then be placed emulsion up 
ia the wash water. They should wash for at least 20 minutes and 
during this time should have their positions in the wash water shifted 
several times. 

i Swabhing, — When washing is o(»nplete, the negative should be 
swabbed on botJi sides with a wad of wet cotton, chamois skin, or fine 
tponge (natural or artificial). 
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j. Drying. — ^The negatives should then be dipped in clear water and 
hung by one corner to dry. When hanging, the negatives should be 
spaced so that when they curl in drying, they will not touch each 
other. ^Elie emulsimis stunild sU fuse lSh» tiaxoB direction. After 
th« »u^rtlT«d haim Ima df^ng for iJboat 5 or 10 miniites they should 
be impected on both sides for tear drops. Tear drops are merely 
large drops of water which form on negatives and will form spots 
on the emulsion if they are allowed to remain. Any tear drops 
which have formed should be absorbed by the comer of a blotter or 
by a piece dampoted ootton or doth. 

246. Bev^oidngr cut films in tanks. — a. Advmtagea, — ^The 
tank srystem of devlc^nnent, ocnnpared with toay develt^meiity has the 
following advantages: 

(1) Much faster in quantity work. 

(2) More economical in use of chemicals. 

(9) More uniform development of different negatives. 

(4) Fewer scratdies, stains, and spots. 

(6) Not necessary to have hands in the solution, 

(6) Easier to maintain temperature of developer. 

(7) Negatives can be developed at higher temperature. 

(8) More t3ionyu||^ rinffl^ in tankav 

(9) More uniform fixation in tanks. 

(10) More efficient washing. 

b. Methods. — (1 ) In the tank system of development it is customary 
to rinse, fix, and wash, as well as to develop the negatives in tanks. 
This is accomplished by two methods. The first method, which is 
esiployed for developing small roll films and cut fibm of small sixes, 
involves the use of only one tank. Hie film is loaded Into a cage, 
being supported in the cage in proper position by means of its edges 
which fit into spiral grooves. The cage is adjustable so films of differ- 
&Dt widths can be accommodated. After the films have been, loaded 
into l^e cage, they are placed in ^ tank which is thffli covered mth a 
Ug^tproof lid. All su<M»ediiig cqierations can be perft»raied in day- 
light since the lid is so designed that, without its being removed, 
solutions can be added to or drained from the tank. After the develop- 
ing solution has been poured into the tank, agitation is secured by 
gently shaking the tank or by inverting it several times during the 
peric^ of developmentw At ^ completicoi of devetopm^it, the tank 
is emptied after which the negatives are rinsed and fixed. For wash- 
ing, the lid is removed from the tank. The curved surfaces of the 
epiraled fihns impart a swirling motion to the water which, assures 
fast and effici^t washing. 
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(2) Tfete» mem^ jeaetiiod ol fbe tank i^siteiii mT%>lTes tibe nsit ^ a 
different tank for each solution, ilw n«f^tes hmig iaaa^esmd Iil 
racks from one solution to another as eax^ stage of processing is 
complete. This method is usually employed for de^oping liuge-cut 
films. This system of development is as follows : 

{&) FUm hcmgem.^—Whm deveJoping films in taxHm ^ke^ we 
usually saippcHrted in bar-type bangers. These hangers consist of a 
rectangular frame which is made of a type of metal which will 
withstand the action of photographic chemicals. Around the edges 
of the frame is a groove into which the film is inserted. The top edge 
of the frame is hinged to allow insertion of the film. A projecting 
bar at tlie top of the hangw allows the hanger to be sospeou^ in the 
tank dumg development. This hanger can also be used for 
developing plates. 

(b) Preparation of solutions. — ^Wlien the solution used in tank 
development has not been previously mixed, the fixing bath is mixed 
first. The rinse bath is placed a few inches to one side of the de- 
veloping soluMon, wMch is nuxed last, and placed a im inchos to 
Uie otiier side of the rinse bath, (^dinarily the solutions are already 
ndaced and ready for use. When mch is the case, they should be 
inspected for scum. If scum is present, it is extremely important 
that it be removed from the surface of the solution. This can be 
accomplished by skimming with a piece of clean cardboard. After 
the scum has been removed, tiie solutions should be iSuatmgfaly 
stirred to insure uniform density and temperature throughout. II 
the developing solution is below the proper level, sufficient replen- 
ishing solution must be added to bring the solution to desired level. 
The developing solution must again be stirred to assure complete 
mixing. Th» temperature of botib ttie developer and the fixing l»tli 
U t^en. If tiie temperatore is not as specified, the soln^ons most 
be brought to desired temperature by umm^csing the tanks in trays 
of hot or cold water. If possible, arrangements should be made so 
that the solutions in the tanks remain at the using temperature. 
This condition will prevail if the temperature of the laboratory can 
be regulated so that it ^nll be the same as that desired lor the solu- 
tion. The be^ method to regulate the temperature of the solutions 
in tanks is to vsa a water jacket. The temperature of the solutions 
in the tanks is regulated by the temperature of the water in the sur- 
rounding jacket. When a water jacket is not available, the tem- 
perature of tlw solutions can be kept more uniform by placing the 
tanks in trays of water of the desired temperature. The temperature 
of the developer should be accurate to at least F. 
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(c) Manipulation of iSbOk 

1, After all solutions are ready for use, the timer is set for the 
desired developing time, the film holders placed in a 
methodical pile, and the lights extinguished. The films 
are remoTed fnm the holders mm ait ft iSam a&d placed in 
the film hangers. The lumgefS are then placed m a de- 
veloping rack which w31 aooommodftte abont fcmfteen 8- 
by 10-inch film hangers. 
£. When all of the hangers have been placed in the developing 
rack, the rack is lowered into a tank of prepared develop- 
ing solution^ The rack is ndsed and lowered Beveral 
imm to assist in slardng the deivebj^ng action e^nly 
and to i^oninate any air beUs wMelt might have formed on 
the surfaces of the separate emulsions. At frequent in- 
tervals during the developing time, the rack is raised and 
lowered to produce agitation of the solution and render 
etm derelopmei^ 
(rf) Rinsing, — ^At the completion of development, the rack is lifted 
from the tank, allowed to drain for a few minutes, and placed in a 
tank of running water for about 30 to 60 seconds. 

{e) Fiamig. — After rinsing, the rack is again removed from the 
tank, drained, and placed in ft tank containing the fixing bath. Hie 
rack k raised and lowered a few tees to start fixation and then 
aUowed to stand in the bath until fixation is complete. Fifteen 
minutes is sufficient time for fixation. 

(/) Washing. — The rack is removed from the fixing bath after 
fixation and placed in a tank of running water for at least 20 minutes. 

{g) 8w^hmg.—^W\sSi'& the negt^ir^ cui be eranibbed and hung to 
dry in the hangers, it is better practice to remoTO them from the 
luing^ for swabbing. 

(A) Dryimg. — hook is provided on each hanger for attaching it 
to a line for drying. If removed from the hanger, a film is supported 
on the drying line by fastening a <^p to one comer. 

247. Biyin^ looms. — a. Although negatives are often dried in 
the laboratorfes in which they are developed, better results are 
obtained when a locxn especially equipped, <»r ft drying cabinet is 
used. 

6. A room for drying should be free from dust, have a temperature 
between *W and 90" F., and be ventilftted so ftS to hftve a good dren- 
IsAion of air. If tlw room is not Tentilated, its tiaiipeanittire should 
not be above 80** F. As a rule, ventilation is provided nse of an 
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electric fan. Negatives will dry more rapidly as the circulation of 
the air is increased. In a room that is ideal for drying negatives, 
there should be a pro{Mr balance of humidity, correct temperature, and 
tapidH^ in Hie dmdation of ftir. If fhe humidity of the air is 
insuffidraat, tarays of watef idioiM be placed in f&sm to increase it 
e. Drying cabinets are merely small drying rooms equipped with 
a fan for circulation and provided with a source of heat. The heat 
may come either from a gas flame or from an electric heater. Some- 
times a large electric bulb k used which, while it may give suflScient 
heat, is not an eofmoini<»l meuis of prodding heat. Any soMce of 
heat used should be placed outside the cabinet in order to ^iminate 
fire hazards. The drying cabinet may be made of metal or wood, 
but the heating unit should be encased in metal. It is advisable to 
have the air intake covered with two pieces of cheese cloth to filter 
foreign particles ircm the a&. Drying cabinets should be so desired 
that each part of each negative will receive the same amount of air. 
This is facilitated when the construction of the cabinet is long and 
narrow. This recommended shape is also le^ likely to occupy 
valuable space in the workroom. 

d, Ordinarily the temperature <^ 9, drying cabinet should not ex- 
cel^ 90° F. in a &m in which the negatire has been fixed in & potas- 
sium alum or a chrome alum fixing bath. If the negative must be 
dried at a temperature higher than that indicated, it should, before 
being put to dry, be well soaked for about 5 minutes in a 40 percent 
solution of formaldehyde. When so treated, however, the temperature 
of t&e drying catnnet should not exceed 100° F. if bacMiiig of the 
film base is to be avoided. A typical form of diyii^ cabinet for 
nc^tives is shown in figure 67. 

e. The use of a high grade of denatured or pure grain alcohol is 
sometimes resorted to in order to hasten dryiiig. After thorough 
fixing and washing and removal of surplus water, the negative is 
bathed in ttie alcohol tor about 5 minittes and then hung to dry. 
This method is not reoomnmided for film negatives having a nitrate 
base since there is danger of the alcohol affecting the base. There 
is also danger of opalescence appearing when the negative has not 
been washed suflSciently. This opalescence can be eliminated by 
retaining the negative to the fixing bath. 

/. It is not advisable to dry negatives rapidly except in urgent 
eases. A negative hung in air of moderate humidity having a tem- 
perature of about 85° F. will dry in about 30 minutes when the air 
is well circulated. Using air at higher temperatures and greater 
humidity will cause an increase in the density and contrast of the 
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Fiamu 67. — vam drytav eaUnst 

negative. When a negative is set to dry at high temperature and in 
a very humid atmosphere with no appreciable circulation of air, 
it may requue a number of htrnts Iqr it to ^* On the olbir 
band, exttetady slow ci^fmg amy esam m iMmteaae m gmnmm. 
For this reason, it is neoesaitry to dry miniature film negati'TOS ratber 
rapidly, 30 minutes being sufficiently long. 

Section V 

FINE-ORAIN DEVELOPMENT 



Factors affecting graia slee 248 

Type of film emulsion 249 

Developing solutions ^ 

Degree of development . 251 

Density , 252 



248. Factors affecting grain size. — The following factors deter- 
mine the size of the silver grains in a finished negative: 
a. Type of film emulsion. 
h. Type of developing solution used. 
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e. Degree of developiHiit. 

d. Density. 

249. Type of film emulsion. — ^The size of the salver grains is an 
i&lijet«iit quality of ^ wnnldioii. As » rule alow emttl&a<»i8 ue fine 
gndned and fM^ mmSmsm are eoarse grained. Wmemt^ truly fisa 
negative can be obtained by using a &ie-spraui emulsion and 
developing it in a fine-grain developer. Fine grain in a negative is 
essential when it is necessary that extremely minute detail be regis- 
tered or whw the negative is to be used for making prints of many 
<^aui«teis 6nlai|;enieDt(. InaoiEur as ^ size of grain is omioerned, 
negatives satisfactoty for most purposes can be secured by using 
emulsions which are not eepecially finegrained and developing iJieiii 
in normal developers. 

250. Developing solutiona.^o. With the exception of para- 
phenylenedianwne, tiiere is no reducing agent whidi will develop 
silver grains to a smaller dze than will other agents. While this 
reducing agent will produce extremely fine grain, it is in disfavor 
because it causes skin poisoning and will not produce negatives of 
sufficient density and contrast, 

h. It is necessary to use more alkali with some developing agents 
tbta vntih others, bat fine-grain developers mu^ include a developing 
agent whu^ requires Htde aooelendaoii. Metol is a developing 
agmt of this type and is often used in fine-grain developers. 

c. A fine-grain developing solution not only must have a small 
amount of alakali, but will give better results if a mild alkali such 
as borax or sodium metaborate is used. When a normal amount 
of alkali is used in a developing solution, the gelatin is softened to 
such an extent that the silver grains w^ shift portions and form 
mto clumps of grains which will appear s% and in effect will be» 
large-size grains. 

d. Sodium sulfite has a slight solvent action on silver halides. 
In & developer, the sodium sulfite diasdveB port^ns of the alver 
halide ^^ms. This prevents dumping to some extent and causes 
^le developed gnuns to be of smaller size. The solvent action m- 
creases with the amount of sodium sulfite so that fine-grain 
developers generally have large amounts of sulfite. 

251. Degree of development. — ^In development, grain size de- 
entases with dilution so tbat a diluted developer will result in fine 
gram in mBsm^amm. wi& the some developer at full strength. Con- 
trast and speed, however, are also decreased with dilution, so it is 
neoessu^ to sacrifice Bxxm characteristic to better anotliw. As the 
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time of development is prolonged and other factors are constant, 
grain size increases and therefore is directly proportional to gamma. 

SSSiS. Deasity.— m» of tibe grains varies m ib» diffMxt den- 
sities ol ft nepid^ helio^ vm^ ftppftient in lai^ uniform areas a! 
halftones. 

Section VI 

NEGATIVE MAKING IN TROPICAL CLIMATES 

Paragraph 

Storage of mnterialft 25S 

Metboai„-^ 254 

253. Storage of matexialjk — ^Ilie constant high tempenituie ac- 
companied usually with great humidity of the climate encountered 
in some localities, particularly the Tropics, requires that special pre- 
cautions be taken with respect to the storage of some photographic 
chemicaJs and especially of all photographic sensitized materials. 
Directions conomiiiig the stcniiig and shipping of photographic ma- 
teirials and diemicals are covered in Teehnicat Order 24r-l>-] . 

254. Methods.— a. Courses to /oZ?ow.— Either of the two courses 
may be followed when developing at high temperatures : Bringing the 
temperature of the water and necessary solutions down to standard 
temperature by cooling methods ; or using a special developer, hard- 
ening bafh, and fixing bath at the existing temperature. 

&. OaoliTig water and soIutwnSj^-Y^him a refrigerator is available, 
the best method of maintaining a supply of cold water is to lead a 
section of the water supply pipe through a coil in a refrigerator. 
If this method is used, the refrigerating apparatus through which the 
odl h ma must neceesarily haw a capacity eomnieaisiurate "wi^k the 
amount of cold water required. When only small quantifies of cold 
water are needed, ice or dry ice placed directly in the water is a 
satisfactory method of cooling. The developer may be mixed with 
this cold water or ready-mixed developer may be cooled by placing 
a container of it in a bath of cold water. A solution may also be 
cooled by placing a container of it in a bath of water uid l^m dis- 
solving hypo in the water. Hypo lowers the temperature of water in 
which it is being dissolved. 

0. Developing. — ^Plates and films after being exposed should be 
developed as soon as possible, specially in a tropical climate. Other- 
wise there may be a loss of ^isity and on developing Uiey may 
assume a mottibd i^peanoioe. If the fQm is new^ this is mi so ISkeif 
to occmr, hut in tiie case o£ fihn which is &om 6 to 12 mon^ old, it is 
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not advisable to dtiiiLf den^eli^niienA for tacae than 1 or 2 days. Belof^e 
development, all solutions should be brcm^fai as nearly as possQUb to 
the same temperature. It is most convenient generally, to bring all 
solutions to the temperature of the wash water. Up to a temperature 
of 76° F., the regular instructions for development should be followed, 
modifying the fliiie of development in proport^ to its temperature. 
If an add fixing ba^ is employed containing an exoe88iv« unount of 
hardening agents, it is possible to exceed this temperature, although 
there is danger of pinholes due to the liberation of gas within the film 
by the action of the acid in the fixing bath on the sulfite and carbonate 
in tile developer lUssorbed by the film. At temperatures up to 86** F., 
a strong, rapSd deroloper cAtoidd be used in oonjuncdon vit^ a chrome 
alum fixing bath, althou^ the usual kind of acid fixing bath, contain- 
ing potassium alum, often proves satisfactory. At temperatures up to 
95° F., a developer of the kind described should be used in conjunction 
with a formalin fixing bath. At 95" F., if the negatives are lifted 
to m6i fn»a the Tarious soIuticHisbj m^uis of Hie fingers, the emuMcm 
is apt to becoQw separated fnm the base at the edges; this is billed 
"frilling." When nc^Uves are supported in film hangers di;aiiig 
development, fixation, and washing, this trouble will not be encoun- 
tered. When developing at high temperatures, negatives must be 
rinsed only for 2 or 3 seconds. Extreme care must be exercised In han- 
dling the negatives during fint few minutes of fixation because of 
the danger of damaging Hie extremely soft emulsion. AH scduticms 
should be at temperatures within approximately 5*^ F. of one another. 

d. High t&mperatm-e developing solutions. — A developer usetl for 
developing negatives at high temperatures is usually conoentrated so 
^ natives will be devebped in minimnm time. Scmietimes it is 
necessary to use additicmal pcrti^um bromide because some develop- 
ing agents will cause chemical fog at high temperatures. Although 
amidol and paraminophenol hydrochloride are often used as reducing 
agents in tropical developers, metol and hydrochinon are also often 
used. Many tropical developers include sodium sulfate to repress 
swelling of ^e gelatin. 

e, Binsmg. — A negative, after bdng developed at a high tempera- 
ture, should be rinsed for 2 or 3 seconds and then placed in a chrome 
alum hardening bath for a few minutes. The negative must be gently 
agitated when first placed in the batb. If Uie emulsion is extremely 
soft, the rinsing ui water may be omitted. Formulas for tropical 
develops are induded in appendis L 

/. Fiaming, — When the temperature does not exceed 88" F., a fixing 
bath oontidning potassium alum (white) or n ehrome alum fixing bath 
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must be employed. At higher temperatures, a bath containing for- 
malin must be used. This type fixing bath can be used as high as 
95° F. Negatives should be fixed for 15 minutes. The formulas for 
these fixing baths are included in appendix L 

ff. fFoffjUn^^KegatiTes dioald be wasthed t0opl& numttes to mi- 
ning water or eiiould be handled in five or six changes of water involv- 
ing the same time. Badical changes in temperature between the fixing 
bath and the wash water should be avoided. 

A. Drymg. — ^The negatives should be i^ed in a cool room. Ample 
dxeulation of air will prerent r^icalation and haston drying. 

SPEED PROCESSING 



Purpose 2C6 

Banlpment tax photography — . 266 

The developer 257 

Chrome alnm hardening bafb ^ ^ — 258 

Fixing bath - 259 

Preparation for quick processing 260 

Making the print - 261 

Fixing and washing the ^l&t^ 262 

DTTing die print 2K 

Mme T«i|idsed 264 



055. Purpose. — Quick processing of both ground and aerial nega- 
tives is frequently required by the exigencies of military operations. 
The purpose of speed processing is to produce a usable print in the 
shortest possible time. 

256. Equipment for plMatogni^.— Any eaxmnk using cut film 
or film pack may be used. Boll film processing this method is im- 
practical because of the extremely short development. 

257, The developer. — a. In this type of work a highly concen- 
trated developer, using a caustic alkali such as sodium hydroxide, is 
eiraential. For f<urmula and mixing directioi^ see appendix X. Hiis 
devdoper has good ^ping qualities and should be kept in two glass 
bottles, one being for used solution. After use it may be returned to 
the container which idiould foe filled eash. time f rem the tmused solution 
and tightly corked. 

b. While this developer has been used successfully at 95" F., it is 
teoommfiuded tiiat the worldng temperatme be mainUimed at B(y* F. 
It is not diluted, and tiie film liioald not be itnsed in watc^ prior to 
development. The film is developed at 80" F. for 10 seconds and then 
teansferred to rinse water of the same temperature for XO 8eeoiid9> 

1S8 
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Hiere Km two iiaportani twaom for the linse tms» cqattUnf the 
derelopineiit time : 

(1) The action of the strong alkali must be tapered off gradually. 

(2) Prevention of dichroic fog which is a characteristic of caustic 
alkali processing unless remedial measures are taken. 

S58. Cbrome alum h«rd«aaixifir bath.— As a caustic alkali de- 
Tclo|i«ir has an abnomutt softooMg acdcm on tiio gielatm of &e fihao, 
i hardening bath should be used, especially in hot weather, after rins- 
iDg and just before the negative is placed in the fixing bath. The 
chrouie alum hardening bath deteriorates rapidly, and should, there- 
fore, be freshly mixed every day, or if many films are being processed, 
two or tliree times a day. Tb» jSlin shonld be ^ptated in this batii 
£w 80 to 40 seconds md allowed to remain in 1^ bath about 2^ 
minutes. 

259. Fixing bath. — While there are formulas for rapid fixing 
baths, their working life is short and the time saved by their use is so 
small as to be practically negligible. The regular acid fixing bath 
bbert to tise iot tMs %pe of work. If the tem]^Q«itiae of l&e freshly 
prepared fixing bath is 80° F., the film will clear in 1 minute, 50 seconds, 
|ttevided it is kept in agitation during the process. The clearing of 
the film is all that is necessary to produce a satisfactory print. After 
the print is made, the negative should be returned to the fixing bath 
to oomplete fixation in the regular manner. 

SOOi Freiiaratioii for qaSxsk ^tNseasiag<r->Pr^ii»c« making 
atdutions in advance, if possible, so that delays in production of the 
work may be avoided. The following set-up, a diagram of which is 
shown in figure 68, may serve as a ready reference : 

a. Have the developer ready and checked for temperature. 

h Plfti» rmae bath cloee to developer and check temperature. 

0, "Pve^^axb fresh chKnne alum hardo^i^ bath at same temperature 
md place it next to rinse water bath. 

Place freshly prepared acid fixing Yattk at a oonvenient dis- 
tance from the hardening bath. 

e. Separated a short distance from the fixing bath is the print 



/. Next in line is the print rinse or short stop bath- 

g. The print fixing bath is placed at the end of the line. It is 

advisable to have a separate bath for this purpose at the correct 

print fixing temperature of 65^ F. 
A. lastly, a wash tray for natives, litis may be placed mat, 

to the nei^ti'ra fixing bath. 




187 




Original frDm 
UHlVERSinOf CAUPORNIA 



TK 1^19 
861-064 



Ant C0BP8 



261. •WoTHng ptMtr—As soon as the negative hm Ibeen 
cleared of its milky appearance, it is given a brief rinse to remove 
the surplus hypo. Without draining the water from the negative, 
place it on the printer glass and lay a sheet of very thin cellophaiiie 
o?er it The jdieet of o^lopfaaiie should be at leut thieetlnies the «iea 
of tiie iieg(Miv% fim from wrinkles^ and EAwald lay flat on fhe negft> 
tive. Air is r^oved hy drawing a squeegee with light pressore 
ovM" the cellophane surface to bring the wet negative into perfect 
contact with the glass. Care must be taken to see that no wat^ 
remains on th» cellophane to ocHne in contact with the printiDg 
{Hip«r and caxm it to stick. Errors in expomm waj be nuziimized 
and time saved if three or four prints are made at diffexiMal ex- 
posures. The prints are then, developed simaltaneoiidy for wmod 
time and the best one selected. 

262. Fixing and washing the print. — The print is immersed in 
a fmh fixing batii at 96^ F. for 1 minute. While fixation will not 
be complete, it will remove enough of the nnezposed silver to pre* 
vent immediate fading. The print mnst then be washed for 1 minute 
in fast running water to remove sufficient hypo to prevent the print 
from being sticky when finished. A print which has been fixed and 
wadied in this manner will not be permanent If a permanent print is 
desired another <me, fixed and washed for the correct lengtib of time, 
should be made. 

263. Drying the print. — The alcohol bum-off method is best in 
this case. Immerse the print in alcohol for about 20 seconds, then 
pin it to a stick and set it afire. The print must be waved in the 
air while the alcohol is bnming off. It will then be pliable and can 
be pressed flat. If the print is required to be entirely dry and not 
pliable, it must be left in the alcohol until the image is visible 
through the back of the print. Then bum off as before. This 
method will leave the print with a natural gloss. If a glossy ferre- 
ty ped print is required, proceed as foUonro: Immrarae the print in 
alcohol mifjl &i» image bef^s to appear tluongh back of the 
print. Then ferrotype print on clean tin in the usual manner. 
Place tin aside for 3 minutes for print to set. Then apply draft of 
air from fan. The print should fall from tin in about 2 minutes 
or total drying time of about 5 minutes. 

364. Tirna nqnixed. — A wiH^ang time of about 8 minutes ^ re- 
cpuredtodeti^raquii^workprint (See fig. 88.) 
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SscnoN VIII 
DUmCATIOlf OF NEOATXYES 



Paraip-aph 

28B 

286 

287 



Uelliods 

Sensitized material. 

265. Purpose. — Negatives are duplicated for the following 
reasons: 

a. To have a reserve negative in case the original is lost or damaged. 
Tim to espedblly important when it is impossible to make a new negative 

by rephotographing the subject. 

6. To facilitate printing large numbers of prints. When it is 
necessary to make large numbers of prints from a negative, it is often 
advisable to make several duplicate negatives which can be printed 
KontltoiidiyQsl J by aeveral pdnten. 

0. To alknr distxibvlba of it^livies. There an mm^ iSasm when 
it is desired to distribute negatives for pdnting in different locations. 
The desired number of duplicate negatives can be made and distributed 
where desired. It is often necessary in Air Corps photography to 
send duplicate negatives to different stations for making prints to be 
md £ar instmctioiijil <n» publicity purposes. 

c{. To improve defective n^jstives. Many negatives to be dupli- 
cated are of incorrect density or contrast. Other negatives are of a 
type which would require much dodging when prints are made from 
them. All of these defects can be corrected when making a duplicate 
negative. AneUte of negative that can be iiti|»Ofed by dupU- 
eadiOtt k tm whid^ mosl undergo a lai^ amount df ^dfai^. Etehing 
is a difkult operation for many phok^paphjb technicians. To avoid 
the neoeeai^ of ^tehing, a podtive em be made from the negative. 
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The parts of the p(^tive which correqwnd to the areas of the n^a- 
tire which need etching can be retouched. This will give the same 
eiffect as etching the negatives. 

ftlBiS* px^ir^ &m l» atiu3b from a negative <dff 6 ne>ga- 

ative imsL s poes^ve % mf of i^ fisllowiaif in^odte: TTsmg a 
contact prmteVy ppafeot^ in a projection printer, and photographing 
the negative or positive while it is being illuminated by tnuismitted 
light reflected through it. 

a. Contact printmff. — ^When the negative is of the desired size, 
^ eaileet lae^iiod of duplicating li to use the oontact printii^ jiiw^od. 
Since film emulsions are much more sensitive than paper emulsions, 
the printer should be equipped with a rheostat in order that the in- 
tensity of the printing light can be reduced. If a rheostat is not avail- 
able, a blotter can be placed over the ground glass of the printer. The 
edge of the blottiir sboold be taped to prevent any light wideh does 
iDfOt paffi tbrnuj^ the blotter from sttikii^ the negative. When it 
is desiied to dodge the negative, any method practiced in conta^piinlr 
ing can be used. It is more difficult to obtain contact between a nega- 
tive and a film than it is between a negative and a piece of sensitized 
paper. For this reason, when a contact printer is used to make posi- 
tives from negali'TOS or tiee rexest it is ecee&tlal to lib^eeve spedal 
precautions to effect good contact. 

ft. Projection printing. — ^When it is desired to make a duplicate 
negative of a size different from that of the original, the duplicate 
negative can be enlarged in a projection printer. Some projection 
printers can also be used for duplicating negatives smaller in size 
than the cadgbal. WImL the projeeMon pdnter is m^b eqidpped with 
a rheostat for regulating light intensity, small lens ap^ures must 
be used. 

. 0. Photographing the negative, — ^This method gives superior results 
and has an advantage in that tiie size of the duplicate negative can 
be regulated easily. A large boi^ with an opening of tlw demred 
size is used to support the negative. The negative is placed witii 
the emulsion side facing the lens in this opening. It is held flat 
by a piece of thin clean glass on each side. Lights are placed 
so they illuminate a large piece of cardboard or blotter behind the 
negative. This will reflect an even light over the negative. Tlw 
p^skg of tlw podtive is accompB^ed in the same manner as eo^ws* 
mg a copy negative, A negative can be macto of a positiTe in the 
same sworar. 

d. Preserving details of original. — It is essential that the poedtiTe 
used in negative duplication contain as much detail of the original 
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negative as possible. This necessitates tJiat tiie positive be of low 
contrast. It should have no trace of chemical fog. Best results are 
obtained when a nonstaining developer is used. 

267. Sensitized material. — a. Although all types of emolsioBS 
caA be used for dii{»iic»tiii^ natives, ime vMeh is slow and noneolor 
sensidve is preferable. Using an emulsion of this type will permit 
IcHdger exposures and will allow the emulsion to be developed under 
a safelight which will furnish sufficient illumination to develop by 
inspection. 

K JhtuMeating film. — (1) There foie tiiiee dktinct types of photo- 
graphic films wMeh are txsed fox dnplieating iMegwtiTes. The firsfe 
type is an extremely slow film which has a long scale. When this 
type film is used, it is necessary to m&k» a poeitive and to make the 
duplicated negative from the positive. 

(2) The swond type duplicating film is used to make duplicate 
B^Bliyes biy direei^ reversid. This meaius ^at tiw film is exposed 
Arougli a negative md a duplicate negative obtained without making 
a positive- The process is as follows : The film is exposed through 
the negative. After it has been developed the metallic image is 
bleached out. The film is then exposed to the light. When devel- 
oped tiie imagfi will Uma. be negative. Poei^ves fUso can be 
doplioited by this prooeae. 

(3) The use of tbe third ^pe of duplicating film for making 
duplicate negatives involves an entirely different principle of photog- 
raphy. This principle is that if a photographic emulsion is suffi- 
ciently expc^ed an image reversed in tones from one obtained by 
nonual exposure will form wh«i the emulsion m developed. This 
phenomenon is cidled so^btri3»M(Si. The dtiplicaMng film k so made 
that a solarization occurs with comparatively short exposures. When 
exposed through a negative a negative image can be developed. 
Duplicate positives can also be made by this direct method. 



368. OeneraL — ^The best photographic practice is always to en*^ 
deavor to iimdiiet operations so as to avcdd im^ and deleefea; The 
ptoper seJecatl^ and storage of materials, care in operation of the 
camera or apparatus, the correct preparation of solutions, proper 
condition of trays and containers, and the conscientious following 
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of operation methods that are known to produce satisfactory resultB, 
will insure against error to a great extent. However, mistakes are 
made and if the operator can locate the causes of errors, he can 
avoid them in the futon^ 

909. Oaxam and pravtntlfm.— The more common defects or er- 
rors in negative making are listed in alphabetical order below for 
easy reference as to cause and remedy or preventive. The proce- 
dure followed in finding the cause of a defect in a negative in 
hand i&oiild be systenuitieally eondiietod. Oitoi semenl dmmp' 
tiofis wiU Bj^pttcently fit a oertata defect and ooirMCt cause must 
be detfumtiiwd in (wdnr to learn how to correct it and prevent its 
recurrence. The real cause may be determined by recalling the 
circumstances surrounding each operation in the production of the 
negative and reducing by process of elimimtion thd number of 
pdwlbli causes of the d^eet at each step in prodndte until the 
true cause is nmaled. In studying the delects in n^ativee, it 
will be noted that almost none of the remedies given is corrective, 
but are preventive only, so that the necessity ad caiefnl work in 
the preparation of a native is essential. 

a. Abrasion marks or streak*. — (1) Appearance. — Fine, black lines 
usually Meemfaling poidl sefatdiw and running in fhs saim 
direction. 

(2) 6^m»e.-^Friction on the emulsion of the film caused by im- 
proper handling or storage at some time between its manufacture 
and development These streaks may be readily produced by laying 
two films onnlsion to enrakdon and diding one acxoea l^ ^^Siex when 
partidas of dt»t ue indent betweeit the seiultjaiid saefeoe& 

(3) Oreat care should be taken in the storage of the 
film and other sensitized material. The boxes containing such sup- 
plies should be stored on end in order that no pressure is exerted on 
the surface of the emulsion. Care should also be taken not to rub 

drag a piece of sensilMed material over a rough mrfeca^ eitbar 
before or during development, 

h. Air hells, — (1) Appearemee. — ^When an air bell occurs during 
development, it shows as a small transparent spot. Sometimes a 
minute dark streak leads from the spot When the negative is rocked 
in a tray the stareak leads frtnn the spot; (lia screak projects from each 
sicb of the tiuispamit spot in Hha {Evreeimn the tx^y ia locked. If 
the tray is codted in two dfrections, the streak will form a cross with 
the transparent spot in the center. When the air bells occur in tank 
development, the dark streak usually forms at the lower edge of the 
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transparent spot. When the air bells occur in the fixing bath, thsy 
show as small round dark areas. 

(2) O&me. — ^The transparont allots vhich occnr in the developer 
are caused by bubbles of air on tbe surface of the emulsion which 
prevent the developer coming into contact with the emulsion. The 
darkened streaks are the result of the excess oxidation of the de- 
veloper caused by tl^e air in the bubble. The 4ark spots which occur 
lit the fixing bath are eansed by the pocket &t air holding tlus Saamg 

' bath amy from the emulsion wMcih allows a slight oontiniuUitm of 
development. 

(3) Remedy. — Immerse film carefully and thoroughly in the de- 
veloping and fixing solutions; move film during development and 
fixation in order to break up and prevent air bells. Water always 
o(mtams some air and when iheire is a riae in teiiiperatQTd, ihk 

h eaEpelled and gathers in the form of small biibl^ on the inside 
of the tank and also adheres to the surface of the fihn during the pre- 
liminary stages of development. The amount of water needed for 
development may be allowed to stand for several hours at the tempera- 
ture required for use before beginning developing operations. 

d. Blisters. — (1) Appeo/rance, — Blisters on negatives resemble the 
familiar ones which arise on the human skin from slight bums. 

(2) Ocmae. — Blisters are caused by fluid or gas formed between the 
emulsion and the film support wh«i the solution has become too warm 
and has loosened tiie gelatm fnm its gupp<Ht. Thsy ax« dbo pro- 
duced a developer and fixing halh that ure botib etxongjy ooncen* 
trated so that m changing a film from one bath to ^ other, 
there is a formation of gas between the emulsion of the film and its 
support. Blistei^ are frequently caused by insufiiciently rinsing the 
filTn after development and placing it directly in a fixing bath having 
strong acid content. Another common cause of blister is allowing 
water from the faucet to flow directly oa the emulsion aide of the 
negative. 

(3) Remedy. — The description of the causes of blistws indicates 
the manner of the avoidance of these defects. 

0. Blmvs^ mffaiim, — (1) ^/>;^«afY»M».---ibidi8^i^(nees or kdc of 
ctefinition in the nsgatave image. 

(2) Cause. — The subject was not pxopei^ focused on the film, 
there was movement of the camera or of the subject or through lack 
j of proper adjustment, a portion of the film was not flat in the focal 
plane of the camera when the exposure was made. A. bliu-red effect 
k sometimes jmidiused by moisture or haee on tbe lens or a dii^ len& 
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(8) Memedy. — Can in focusing and in holding the camera; keep- 
ing camera in proper adjustment and lens free of moisture or dirt. 

f. Brown 8pot$4 — (1) Appeanmee^ — Brown or sepitt-eokn^d spots 
or small areas on thenei^Te. 

(2) CaiMe.— Brown spots are produced an oxidized developer 
or by fine particles of chemicals settling on tiiie film prior to develop- 
ment This defect may also occur during the w.afihing of the nega- 
tive frbia rnaA o(te imffiii^^B la thA mih wategr. 

(3) Smetfy^AviM m edisnstod or cariidiiSBd demliqper. Bo not 
use die dei^oping laboratory for the mixing of chraoicBls. Ulter tlu 
water used for washing. (See Spots.) 

g. Crygtallvne mrface, — (1) Appe^mmee. — The surface of the emul- 
sion of the negative yosenBaieB a crystalline appearance suggesting Aiost 
on a window pane. 

(2) Cause. — Insufficient waiting after fixing. Hypo remains in 
the film and crystalizes. 

(3) Rernedy. — Sufficient final washing. 

h. Dark Urns. — (1) Appear<moe. — ^These lines mtist be divided into 
two distinct classes; those dai^ lines which run from daJ^ areas to the 
more transparent aiieas of the iMigalm^ and thoM lines irihidL run 
from the nwre tranepaient areas to the daricer aiea& In both cases 
the lines are wider, not aa daaO'eiit, and not as nearly parallel as 
abrasion marks. 

(2) Cemae. — ^Ihe first daee is caused by insufficient agitation of 
negative in tank devek^mMnt^ Tlia eanse of tint seoond daas is 
supposed to be of an deetrolytic origm. 

(3) Remedy, — ^For the first class, more frequent agitation of nega- 
tive during development. The remedy for this class aggravates the 
defect in the second class. The only known remedy is to remove all 
the film hangers from the tank four or five times during the develop- 
ing period, holding Uie hangers in a bandi, and allowing the comer 
of the bonch of hangers to rest on the edge of tlie developing tank 
for 10 or 15 seconds. 

i. Esikmmje e&ntrast. — (1) Appearamce. — The negative record of 
the high-lights and even of some of the halftones of the subject are in 
dffliaity greatly oat of proportion to tiie record of the shadows, with tlie 
residt that in a i»rint made from the negative the snl^ectlUMi a stndned, 
Iwrd, and otherwise unnatural appearance. 

(2) Came. — Overdevelopment. 

(3) Remedy. — Obvious. 

§. Fadi/ng tendency. — (1) Appearance. — Sepia or yellow-colored 
Stains or aieasln i&e negative. 
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(2) Caiise, — Incomplete fixation, usually the result of insufficient 
washing. Bemnants of the fixing bath left in the emulsion continue 
Uieir action and m f^xm this <ile£Bct appears. 

Final irashing is as important as anj other op^ratdcm in negativa 
making. 

k. Finger mcffJee, — (1) Appearcmce, — ^Imprint of fingers on the 
negative. 

(2) Bnpr^ng wet or greasy finger tips on the emulsion, 
side of tlie film befoM or durii^defvdopment or fixation H the mark 
is merely an outline of the finger, it was caused by water or grease 
on the finger; if dark, by {teveloper; and if transparent or light, by 
the fixing bath. 

(3) RcTnedy. — ^Keep the hands clean and dry when handling dry 
film. The natural oils of die body are sometimes present sufficiently 
on the finger tips to constitute the grease referred to above. Handle 
film by the edges. When the fingers have become wet with water or 
solution, wa^ and dry them before attempting to handle film. Keep 
the hands out of the fixing bath as much as possible, but whenever it 
beoQtmes zM»oe8sary to place them m the solution, ^w&ys wash thesot 
thoroughly b^ore handlii^ the film. 

t Flatness. — (1) Appearcmce. — ^Insufficient eontrast between the 
highlights, halftones, and shadows in the negative reproduction of 
the subject. 

(2) Game, — ^Flatness in the negative usually results from under- 
devtakipm^t, but die subject eontrsi^ or lighting may have bera fiat 

(5) ^me^y.— Continue deroloinnent for the proper length of time 
to leproduce the contrast of the subject. 

m. Fog. — ^Fog is a deposit of silver which does not form part of 
the image. It may be very dense or only a slight veiling. It may 
occur on local parts of die negative or it may darken the entire nega- 
tive. Fog increase die density and decreases the odn^Bust of a lie^ 
tive. Fog may be divided into four ^np^: Asriid, didirdc, lig^ 
and chemical. 

(1) Aerial. — (a) Appea/rance. — Slight veiling of the negative or 
parts of the ne^tive exposed to air during development. 

(6) Came, — ^Bxposure to air during development, especially when 
hydroc&inon is used as a reducixig agent, Most fceqiumtty occurs in 
freshly mixed developers, especially those containing excessive amounts 
of hydrochinon or alkali. Developers containing formaldehyde or 
minute traces of copper or tin in the developing solution are also likely 
to cause aerial fog. 
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(c) Remedy. — Use a desensitizer before development. Addition of 
potassium bromide to defvdopir or additiooi €d weA cb?«|c^ to 
fr^ develops. 

(2) Dichroic. — (a) Appecavmce. — TJsually a fog of little draasity 
consisting of finely divided particles of silver. When viewed by 
transmitted light, it is pinkish and when viewed by reflected light it 
is a reddish-green. 

(by Cmm>r-~Vmig annnoiiia ta an accelerator. The presence of 
hypo cat an txeemve amount of sulfite in developer. 

(e) Me7nedy.—The fog can easily be removed by treating negative ' 
in a weak solution of potassium permanganate. The prevention is | 
obvious from the list of causes. Further prevention is assured by | 
using elean trays for developer and fixing bath. 

n. FfUl^f. — (1) Appear(mee.^-^iA^ of the gelMan become de- 
tached from the base. The detached edge of the emnMon smj either j 
break off or it may fold over. When the latter happens, it is some- 
times possible tx) smooth out the emulsion when the negative is 
placed to dry, partially remedying the damage. 

(2) Gmmi~-f^^^<m handling; using sdiHionB that aze too warm; \ 
imufficieiit hardening of the emulsion from insufficient fixation; a ' 
sgea^ fixing bath or one containing an insufficient amount of hardener; 
excessive washing. Frilling is caused usually by the combination of 
careless or too frequent handling of the film and any mistake that 
will render the emulsion of the film soft. 

(8) ^^im^e^.— Handle film cax^dly and not too much; have all 
working solutions sufficiently add and of proper freshness or strength. 
Wash film sufficiently, but never excessively. 

o. GashelU. — (1) Appearcmce. — Minute pimples or blisters. 

(2) Came. — ^Transferrii^ a negative from a strongly concentrated 
developer to a fixing batii strongly add without flioroughly rmdosg 
the negative after removing it from the develops and before im- 
mersing it in the fixing bath. In warm weather, gas bells may 
appear in developing and fixing solutions of normal strength if 
the rinsing between development and fixation has been insufficient 

(3) M0me^.'~V96 utttezmedh^ haictener rinse Mh. 

p, SitkiHofL — (1) Ap^arm$e.-~A dail: band or area ea^iendiiig 
frcm the negative reomrd of intensely bright objects in the subject, 
suggesting a double image, and aj^nearing in the print as a halo or 
band of light around the object. 

(2) Came. — ^Photographing an intensely bright object that is 
sn^rodnded by dwtfe Objects. Tlie Intense light penefaratei 1h» emid- 
eion and k reflected back by the me^dve support. 
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{3) Stemedy. — ^Use nonhalation film and awd pointiiig tiie camera 
at bright sources of light. 

q. Lack of contrast, — See Flatness. 

n Lines suggesting lightning . — (1) Appearance. — ^Fine, opaque, 
forked, or branched lines resembling lightning. 

(3) 0&m«. — CimTges of static dedxicity accumukitmg on the nega- 
tive. The static may be discharged wMb win#ng film in the 
camera, loading or unloading, or at any stage of processing. This 
defect is most common in roll films but may occur in cut film by 
rapidly pulling the dark slide from the film holder. 

(3) S!emedy,—Alw&ya wind and reel filxa ^Qwly. Do not totich 
film wilSi fingers wh^ ivfn^ii^ tm x«eib ibr deteibping, iete. Xvoid 
dragging film otcht plush siirffbce. Withdraw and replace dark slides 
slowly. 

s. Negative too dense. — (1) Appearance. — Kegative image composed 
of a too heavy silver deposit which diminishes the normal or desired 
degree of transparency. 

(2) Came. — Overexposure, overdevelopment, or a combination of 
the two. In addition to the heavy image, there may be a veiling of 
fog produced by overdevelopment. (See F og.) 

(3) Remedy. — Obvious. The proper degree of transparency for a 
negative is best found xaSUiMng a print from the negative %m. 
by me^ly looidng at t&e negative as it is held in 6<ont of a l^it. 

t. Negaime too thin. — (1) Appearance. — Insufficient silver deposit 
forming the negative image which is apparmt from the excessive 
degree of transparency. 

(2) Cause, — Underexposure, underdevelopment, or a combination 
of the two. 

(8) Memee^, — Obvious. 

w. Opaleacence. — (1) Appearance. — A whitish appearance of the 
emulsion suggesting the color of an opal. 

(2) CoMse. — ^Use of alcohol to hasten the drying of an insufficiently 
washed film or lantern slide. 

(3) £em«%.— Betum opalescent film or E^de to fixing bath and 
aUow it to remain in that solution until the opalescence has dis- 
appeared and then thoroii^dy wash it. 

KoTB. — ITse denatured alcobol diluted nine parts alcohol and one part water. 
This diluted solution will usually not cause opalescence. 

V. Opaque spots, — See Spots. 

w. Pit marks. — (1) Appearance. — ^Fine holes or pits in the emul- 
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(2) Cause. — Excessive amouBt of alum in fixing bath; sulfurous 
precipitation from the fixing bath when negatives are fixed in a tray ; 
too rapid drying of the negative. 

(8) Remedy, — Obvious. 

X. Purple discoloratum. — (1) Appearance. — Purple-colored stfttn. 

(2) Cceuae. — ^High iron content in water with which chemicals were 
mixed. Frequently occurs when negatives are allowed to stick to- 
gether in the fixing batii, so that fixation does not take place in the 
adhfired axefts of the Inro emolfflaitt iiid dero^^ 

even while the fihu is m the &di^ bath, ^e ipote enosed h$ continu- 
ation in developoieint are not a brilliant pvuplef bat bfatbk; witli a 
purplish cast 

(3) Remedy. — ^If practicable, filter thoroughly all water used for 
washing. A simple method of doing this is to tie felt or a good 
straining material onrer tlie faucets supplying tlw running mter in 
which negatives are washed. Avoid impure water in mixing solutions. 
Negatives must be kept in motion in the fixing bath. 

y. Reticulation. — (1) Appeanmee. — ^Leatiberlike graininess or 
wrinkling of the emulsion. 

(2) Came. — Too great a difference in the temperature of the baths 
or between final wash water and air in which negative Is dried. Due 
to the temperature of a solution or wash water, the gelatin of the 
emulsion may become badly swollen and upon dirinking will contract 
irregularly due to the metallic silver incorporated in the emulsion. 
Also caused by excessive softening of the emulsion followed by a 
strong hankning ba^ or a highly alkaline tinstmoit followed by 
strong acid, 

(8) Remedy. — ^Keep all solutions cool and at uniform tranpera- 
tures. Under tropical conditions, use a concentrated developer and 
short development. The reticulation effect may sometimes be re- 
moved by placing the negative in a 10 percent solution of formalde- 
hyde lor a few minutes and dryii% in front of a fire. Use ample 
'rontilation in drying negatives. 

Reversal of the iTnage. — (1) Appeara/nce. — Positive image when 
the negative is examined by transmitted light, 

(2) Came. — (a) Extreme overexposure of negative. This type 
of leveml is seldom eaiooun(3»ed, although quite oftsn certain parts 
of the subject, such as street lig^bits in ezteriofrs or windoira in in- 
teriors, will be reversed from overexposure. 

(&) Reversal of the image is often caused by an unsafe darkroom 
lamp or by exposing the film to light during development and before 
fixing. The image which first devdops seires as a negative, and on 
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fisposure oi li^t, an image is printed <m the emulsion below, as in 
the case of making a print. This develops upm further development^ 
the image produced being a positive. 

(8) Remedy. — Obvious. Make safelight safe; avoid developing too 
close to safelight; avoid hdding negative too dose to sidelight for 
prolonged view during process of development. Also make sure that 
darkroom is lighttight. 

aa. Spots. — (1) Appear€mce. — Spots may be transparent and col- 
ored, opaque, or semiopaque, depending upon the cause of each, and 
may also be sharply defined or the edges may lie soib and show a 
graduid hlendii^ to tin nonnal color of the negativs. 

(2) Cause. — (a) White or transparent spots, indicating an absenes 
of silver deposit, may be caused by dust on film during exposure or 
, development. The dust prevents the light or the developer from 
acting on the emulsion lying beneath the particles, and as the dust 
is washed off either during fixing or washing, the fflm remains clear. 
The effect of an air beD is to produce a spot. (See Air heUa.) Float- 
ing chemical dust may settle on a film either before or after develop- 
ment, and the particles of chemicals settling on the film before 
development may destroy its sensitiveness to light in the portions 
of the emnlsioxi that they cover. Hypo dust will dissolve away a 
portidi ol the eiauleaon. To produce a white spot after develo[waent, 
the chemical must dissolve the diver, l^us, if particles of potassium 
ferricyanide adhere to a moist negative duing dryings fine white 
spots having a coatlike tail will result. 

(b) Opaque, semiopaque, or black spots result from actual particles 
of grit or foreign matter on the n^aUve or imbedded in th» emuhdoai* 
Dust or particles of iron rust in the wash water will cling to the fOm. 
during washing unless carefully wiped off. Particles of hydroquinone, 
pyro, metol, sodium carbonate, etc., settling on the film before de- 
velopment will cause more development to occur in these spots, while 
if the chemical dust settles after development, stained spots may be 
foniied. Any undissolved particles left in the developer on mixing 
or any fine crystals which settle out from the developer when it is 
cold will settle on the film during development and cause spots. 
Spots caused by undissolved particles of chemicals in solutions set- 
tling on emulsions usually are round or oval with minute "tails" 
projecting from them, tiie tidb oltai pdnlmg tile diree^on fa which 
a tray was rocked and usually downward in tank develf^ment* 

(o) Brilliant green, blue, or purple spots on negatives will often 
result from processing n^;atives in enamel trays having Hhid emmA 
chipped away in spota 
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(3) Remedy. — ^Keep the camera, magazine, and holder free from 
dust. Avoid mixing chemicals in the negative making laboratory. 
See that all ingredients of a developer are dissolved before using the 
solution. Kxaniiiw tiw developer to see tiist H Is tree of fi»«lgn 
particles ttiid if ttdt, filter it befoce using it TTse toays of propeir 
size. (See Streaks,) 

ab. Streaks- — (1) Appearcence, — Streaks and patches, as in the case 
of spots, may be dark, white, or transparent. They are considered 
white if lighter than the surrounding area, and vice versa. 

(2) Cmm^Jka^ patehee or tix&ikB mxy be dne to muesvm dem^^ 
offfiieiit camised % not flowing tiie developer evenly over the film, by 
not rocking the tray, or by not moving the film in the developer; a 
splash of developer on the film before developing; a dirty tray or 
tank, or using a fixing tray or t«ik for developing ; or light fog. If 
the edges of the film are dear, the trouble is m the camera, but if 
f o^;ed, thus is due to mampnlfllaon in the daifaroom. Certain kinds 
of resinous woods, Tumishes, etc., will cause dark fog patches. Whito 
or transparent patches may be due to an obstruction in the camera 
which prevented the light from acting on the plate; a "resist" in the 
form of oil or grease, which has prev^ted the action of the devel- 
oper; a splash of hypo torching the film witli hypo-soaked fingers 
before development. Ttia hypo disst^ves away more or less of the 
emulsion so that on developing, the portion touched appeaxs lighter 
than the rest. Drying marks in the form of tear drops or white 
patches are caused by splashes of water on a dry negative or by 
leaving spots of water on the film before drying, especially if the 
film is dried in warm air. 

(3) Remedy^ — ^The precautions to be taken to avoid str^ks sug- 
gest themselves when' the cause of the streak is traced. In many 
cases, they can be avoided by care in operations and in the mainte- 
nance of apparatus. When placing a negative to dry, always blot off 
excessive moisture ftom both sides before leaving it to dry. After 
negatives have dried for a few minutes, remove tear dro|>s with oletta 
dotli or dhamcos. 

ao. Trampcerent spots. — See Spots. 

ad. Uneven dmelopment. — (1) Appearance, — ^A streak or area of 
different density from remainder of the negative. 

(2) i^mm.-^^ss^ to immerse tibo entlie snr&ce of liie ffltti 
aimultaiieoiBsly, or allowing two Skm to adhere ^^lile m tite de- 
velop, or fnHU not keeping the film in movement by rot&Sng the 
tray or reversing tank during development. 

(3) Remedy^ — Obvious. 
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as. Uneven emulsion^ — (1) Appearofu^ — 'Variations in tiie ihick- 
itess of the emulsion. 

(2) Oaum^lhiul^ manufacture in thxA the emnlsioii was not 
ev^iily coated <mat entira sorfue of Ihe fifan. 

(3) Remedy, — B^um sensitized material to manufacturer for re- 
placement, enclosing film in original box, or at least giving the 
manufacturer's number of the emulsion. This defect is rarely 
encountered. 

of. Uneven poc^on, — (1) ^77/»6amfu».~yariati(m In density of 
certain areas of the negative. 

(2) Came. — Similar to the cause of uneven development except 
that the defect occurs during fixation instead of durii^ developmeiit. 

(3) Remedy. — Obvious. 

ag^ White dep(mU^(l) Appeimmee. — White granular deposit cm 
surface 4^ niegatiTa. 

(2) Came. — ^Exhausted Cft improperly prepared fixing bath. A 
sediment of sulfur is dep<^ited over the surface of the negative 
which whitens when the negative is dried. 

(3) Remedy. — Beplace fixing bath; swab emulsion side of nega- 
tives before pladng to dty. 

ah. White gpott.''SeA Spots, 

m. Yellow ated/ns. — (1) Appearance^ — ^Aieas of the negative col- 
ored yellow. 

(2) Came. — ^The commonest yellow stains are oxidisation and 
diver stumi whidi an due to 'mak. decomposed fixing bath; 
di^tly oaddbed or exhausted developer; failme to rinse negative 
between development and fixation; uncleanliness, dirfy trays or im- 
purities carried into developer from the hands; hypo or fixing bath 
in the developer; insufficient washing; excessive amount of carbonate 
in developer; leaving negative insufficienUy covwed in fixing bath, 
j resulting in fizaticm of area insufficiency covered only as fur as first 
I stage, which on exposure to tbe air will reveal a yellow stain. 
(S) Memedj^.^'-Ohyiaaa, 



270. Spotting. — The term "spotting" is used to include the most 
esaao^tm UKethod employed in improving a negative ; that is, the appU* 
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cation of color to it for the purpose of hiding a defect. The student 
soon learns that however much care may he exercised in loading a 
iilm or plate holder and in the use of a camera, some particles of 
dost or icm^f^ matter will find tiieir way to tiie sorfaoe d film 
or plate and cause a dew, tea&spamit spot known as a ^l^llujla.'* 
It is particularly imp(»taiit to remove a defect when it appears in a 
wmspicuous part of the picture. Pointed sable hair brushes are used 
for applying the color in spotting. The smallest sizes must be used 
for i^Mitting pinholes, while ^ larger fllsee ant mom d&xSmk fear 
eliminating large defecte. Before ap^fying the colcxr to a brusAi, the 
brush should be dipped in water. Surplus water is removed from 
the brush by rotating the tuft of hairs on a blotter. The point of the 
brush is th^n dipped into the spotting color. Rotation of the brush 
will work the color into the hairs without causing spreading of the 
hairs. Ibrtiraie care most be exeroased tliat tlie hairs m 
apart or broken by thrusting the hmSi uito the color. Wit^ ^ 
brush thus chared with color and not too wet, lightly touch tiie 
center of the pinhole, holding the brush almost vertical and allowing 
its point to remain in contact for a brief while. One touch of this 
kind, skillfully applied, shonld Ofy?er an ordinary pinhole. When the 
spot is larger, a di^i HMFVeiQieiit of the point may be xwe^ary as 
well as further applications of color, but each additional application 
should be made over the previous attempt only after it has been 
dried. Sometimes negatives are gouged or scratched partially or 
completely through their emulsion. Spots of this type are difficult to 
remove aod it is often pos^le to wmam only partially. In 
nianyinstanoes, retouching is superior to spotting in remo monute 
spots cm nBgativw. However, retouching is a slower and m&r^ 
difficult process. 

271. Betouching. — ^Hetouching is the application of pencil marks 
to a n^ative to buUd up its density in areas and the reduction of 
ezoasfiivdy dense portions by Hie scraping actioQ of an etohing knife. 
Portrait negatives are retouched to remove wrinkles, lines, and skin 
blemishes, all of which are conspicuous in a photograph. Com- 
mercial negatives are retouched to eliminate glaring highlights, to 
improve modeling, or to remove any undesirable spot or defect. 
Betouduog is socnewhat difficult to learn, is tedious work, and 
reqiures aptitude. Treatises covering this rail^eci can be obtained 
in most photographic libraries. 

372. Blocking out. — a. The term "blocking out a negative" 
means the application of opaque coloring matter to the negative 
exactly and neatly aroimd the subject so that in the print it will 
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appear to have been taken against a white bad^roimd. Ths 
materials used in this work are: 

(1) Ked sable water color brushes as follows: No. 1 for the finest 
work and Nos. 6 and 18 for other work. 

(2) A <lnilfaBinan^ ruling pen. 

(8) Ma^pf^ yms (or my fine-pointed pen that wiU allow thick 
liquid color to run easily). 

(4) A straightedge. 

(5) A celluloid French (irregular) curve. 

(6) A tube or cake of opaque. 

(7) A ho^^ ixf waterproof Indk ink. 

b. BlocMag out is nsoally d<sie on the back of the negative 
after the manner of water color painting. The small quantity of 
: water needed to liquefy the opaque is usually carried on a brush. 
To charge a brush with the color, first wet it with water and then 
squeeze out the surplus water by pressure of the brush agaiisA the ' 
side of the water otrntainer. Now genHy rotate the brash over the 
color by roUix^ it between Urn thumb and fingers, hi this way, the 
brush takes on color on the point and in the proper amount. Always 
wash and dry a brush at the conclusion of work so that it will be 
ready and in good condition when again needed. 

e. All bloeih^ oat should be d<3m with the negBtive in a retoadi- 
ing desk and with the carrier frame lying bade as fear as possible 
and yet permitting the full reflected li^t to pass through the nega- 
tive. If the carrier frame is too near the vertical, the color will not 
I run freely from the pen or brush. Turn the n^^ve in any suitable 
i direction in which it is easiest to follow the entthiew Tb» hnage or the 
I difiexent partsof tlieiinagetobeblocbBdoQtdioiiMfi^ 
; with either India ink or liqdd opaqoe. For this purpose a ruling 
pen is preferable, although a writing pen can sometimes be used to 
an advantage. After the desired parts have been outlined, opaque 
should be applied with a small brush to widen the bond of color unt^l 
it ii at least €aie<^9^th of an nich wi4e. A lai^ brush ean ^lea 
be used to oompleto the Uocking out of t3ie.ba<^grotUKL 
I d. If the opaque shows a tendency to dry brittle and crack, whidi 
will sometimes happen when used in the cake form, add a few drops 
of glycerin to it. This gives elasticity to the opaque and will help to 
make it spread properly without a tendency to dry too quickly or to 
ersck when dry. Alwa^ prepare the opaque so that it will spread 
easily and evenly with<nit streakiness, and if pos^le, avoid two 
applications. 
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e. When outlining the image, it is best to trace around it with 
the opaque on a ruling pen or on a pen of the kind already mentioned. 
Work skillfully around the outline of iJie portions to appear in the 
print, taking tiie greatest care possible not to oblitsxiU« any of the 
image. If ^ <Kpsap» giets on the ittuife, correct the mistake ftt cotee 
•with the pointed wooden end of the brush wrapped with a piece of 
soft absorbent cotton, then with the brush slightly moistened with 
water, removing the extraneous opaque toward the portion to be 
blocked out. When this is accomplished, do not attempt further 
"work on 1Mb put of the negative untfl the murfym is quite dry. 

/. In foUowing a stru^ Bne, make the fiillest use possible of 
the straightedge. There is a tendency on the part of photographers 
to try the difScult task of tracing a straight line without the use of 
a straightedge. Similarly, use Uie French or irregular curve as 
much as possible in following cnrired lines. After the unage has 
been fnUy outlined by a band of opaqm of appeciaible thi^ees, it 
will be an easy matter to oonflntie the opaque with & brush to the 
edge of the negative in the manner already explained. This method 
of blocking out negatives has several disadvantages, among which 
are: 

( 1 ) It involves oonsideralile time and skill. 

(2) The opaque will usually scale fnan negatives filed for uiy 

considerable length of time. 

(3) Opaque is subject to attack by flies and vermin. 

g. Equal results can be obtained by applying a dye to either the 
emulsion or back of a negative. This is a faster and easier method 
and the results are pennanent. Water solvent uiiline dyes in s&y 
of the fbUowing colors may be used: lA or IB red, lA orange, 
lA green, or lA black. The dye can he applied with a brush or 
cotton stump. The dye can be applied to small areas with a minute 
brush or a pen. The best method to employ is to start at the edge 
of the negative applying the dye unt^ it covers tlie negative to 
within about % inch of the image. A smaller brash or the cotton 
stump can be used to apply the dye along the edges of the image. 



201 




Original frcHm 
UHlVERSinOf CAUPORNIA 



BASIC PHOTOGRAPHY 



TVL 1-219 

873-^4 



Saomof XI 
I.ETTERING OR TITLmG 

rtpnpwil 278 

Uetbods — — 274 

273. General. — ^Air Corps Circular 91^ ocoitaliis «q^)ji£it <tfceec- 
tions for titling wga^ves. This section merdy ouUines general 

methods in use. 

274. Methods. — a. Figures and letters will show sharper on a 
print when the negative is lettra^ on the eauulsiou side^ but this 
iMXssltotes rerorsing the leibers md Sgaxea, Thraefore, film nega- 
tives are usually lettered on the back. An. ordinary pen and India 
inlc may be used for lettering the negative, but neater and more 
legible lettering can be accomplished by using a Wrico set or some 
other aystem of mechanical guides. Another method of making 
titlflst for iMgKtiTtis is to place a piece of tfeln eeU.idiM« Kodaloid, &t 
cellophane between two pieces of carbon paper. Then they are 
placed in a typewriter with a piece of protecting paper over the top 
carbon. The title can then be tjrpewritten and will be printed on 
both sides of the celluloid. The celluloid can be attached to either 
idder of iim negative with a tntniparent aidbeiove. 

2t. Anotiher me^ihod ^ep&s^Sfy auitaMe for nmMtig titl^ on nega- 
tives having dense foregrounds is to cut a section of the desired shape 
and size from the negative in the place where the title is to be placed. 
The desired title is printed on paper and copied to exact size to fit 
the n^ative using a process film. This copy negative is fitted into 
tlw op^king wMdi wm m^ m the original negatim The small nega- 
tive is held in poidtion by a narrow piece of adhesive tse^ neatly 
placed. If this method is not practical, it may be neoessmry to etch 
the letters into the foreground. 

c. Various types of stamps may also be used for rapidly number- 
ing negatives. 
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275. Definition. — print is a positive image on a paper base in 
which light and dark are correct as viewed in the subject Prints are 
generally made by transmitting light through a negative onto a sensi- 
tized emulsion on paper. They are classified by the means used in their 
pxoducdon such as contact or projection. 

270. Bnportanee.— Whik the necessity for larrjing out carefally 
the lighting, exposing, and processing steps in making the negative 
cannot be too strongly emphasized, it is nevertheless the finished 
print which has been the end in view from the beginning of the 
photographic cycle. If success in printing is to be consistent and 
not accidental, the photographs mast ham a working knowledge of 
the materials and prooedurra involTed and enoo^ gMU to obtain in 
the print a correct numodiromatic xepreeentation of the tones in the 
subject. 

277. Printing papers. — a. Sensitized emulsions used for making 
photographic prints are listed in three classes : 

(1) Bromide^ 

(2) Chloro-bromido. 

(3) Chloride. 

b. Bromide and chloro-bromide emulsions are generally used for 
projection printing, and chloride emulsdons which are slower in sensi- 
tivity to ^ are best suited for contact printing. 

278. CharaeledUrtiUisofpcipers.— -Printing emi^^ 
many de^nra of inheroot contrast and speed. 
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a, Tim spe$d d fhe eumliioii lebAeB to the aen^Tit^ of the papor 
to onikiazj Ugbt and detenni^ under a giTen 

set of conditions. The speed fits the paper to the printing meUiod 
or equipment. Papers used for contact printing require less speed 
than papers used for projectiim printing because of the differences in 
the intensity of illumination. 

h. The eorUrast of the esnuMcn fits the paper to the negative. The 
four most commonly used grades are classified as No. 1 (soft), No. 2 
(normal), No. 3 (medium), and No: 4 (hard). The essential differ- 
ence between contrast grades of the same paper is one of expo- 
sure secilef a term which relates to th& range of light intensities re- 
quired to produce a print having the fall range of useful tcmes from 
^dilte to bUdc llikrangft^f lightintensitifisiSBnppHed mprintii^ 
by ihe ne^tirti and its contrast becomes the criterion by widch the 
choice of paper is made. The higher the contrast of the paper, the 
lower is its exposure scale. The purpose of the different grades or 
contrasts is to offer a selection from which one may choose a paper 
that will properly rondir the gradatixm scale of tones of the negative. 
For example : 

(1) No. 1 is a soft contrast paper and is used to obtain a normal 
contrast print from a high contrast negative. 

(2) No. 2 is a normal contrast paper used in printing from a nega- 
tive of normd oontarast 

(8) iTot. 8, ft md^om grade pftper, is to be used vdth mg&idvm that 
are slightly flat. A negative of this type is out of balance, the density 
of shadow areas approaching that of highlight ueas; that is, the 
negative is lacking in contrast. 

(4) No, 4, a paper of hard contrast, is used wh^ extreme contrast 
desirable as in the ease of line drawings, and ftteo to ptint exe^ 
sively flat negatives in 0K<dter to assure m&i^sk contrast in tiie print. 
A ni^ve other lluili a lm» drawing negative which requires a paper 
of this type is generally such that a print containing satisfactoiy^ 
detail and contrast cannot be obtained. 
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279. Precedure. — A contact print is made by exposure of tlie liglit- 
sensitiTe matraial xrbm tiie negative and the printing ptepet are in 
direct contact 

280. Operations involved. — ^The print or photograph is made by 
placing a piece of light-sensitive paper in contact with a negative, emul- 
sion to emulsion, and exposing the paper to light which passes through 
the ne^ti^ to the paper lor a fufficient length of time to produce a 
latent imagie In tite p&pw tmnimm. Hie latent itaagb is dev^oped 
Into a visible positive image of black metallic oItot. The n^sessary 
operations are performed in sequence as follows : 

a. Place the negative on the glass top of the contact-printing ma- 
chine, emulsion side away from the glass. 

h. Haoe a sheet of light-aensitiTe paper in contact with the negatife 
BO Hiat the emulsion side of each will be together. 

c. Operate the printing machine, thus exposing the paper. 

d. Develop, rinse, fix, and wash the print in a numner pi?iniVr to 
the same operations performed in negative making. 

e. Dry tiie print, 

281. Ei^N>8lngtliepapw«niil8loiu~The^la88top<^ihepr^ 

ing machine must be dean and free f rcsn dirt and dust particles. This 
also applies to the negative. Wlien printing negatives other than 
aerial, it is the usual practice to mask an 8- by 10-inch negative so 
that the untrimmed print will have a Vz-'mck white border. A 4- by 
S-indi iMgi^ive m masked with a %-inch border. Lay the masked 
negative on the printer glass with its emulsion side np. Tb» paper is 
^en placed on the negative, emulsion side down; that is, negative 
and paper are emulsion to emulsion. The printer top is next lowered 
sufficiently to force the negative and printing paper into contact 
and to actuate the electrical switch which turns on the lights. 
The exp<wux6 time should be accmrately noted in order that eKposute 
errors, if any, may be corrected. If a timer is not available, seconds 
must be counted. The operator should become practiced in counting 
seconds accurately by comparison with a timer or stop watch. The 
length of exposure depends upon the speed of paper, the color and 
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intensity of printing light^ the density of the ne^tive, and the color, 

if any, of the negative. 

28^. Dodging. — Sometimee one part of a negative requires more 
exposure than another part in order to produce the density needed 
toinaJketheprintdf iiaifbmtc^ Themetiwdof toealfyvirsdiigti]^ 
exposure ol^ined through a negative is known as "dodging." In 
practice, dodging is done by using the individual light switches of the 
printer, turning one or more lights off while leaving others on, for 
all or part of the total exposure time. If ihe necessary dodging can- 
not be aoo(»npli8hed by nmm of the swltchee, reeonzae miist be had 
to the use of faaeoA paper. This pftper is torn into small pieees wad 
placed <»l the inside diffusing glass of the printer. The resulting 
action of this method is that the light is controlled in its effect on the 
sensitized paper directly above the dodging tissue. 

283. Saf slight. — The recommended saf slight for contact printing 
papers is series 00 iiiiich ^ves bri^t yellow illnminatifm. Hha 
papers are also safe under the safslights used in projection printing 
with bromide and bromochloride papers but printing quality is more 
difficult to judge under these lights than with the serks 00 which 
gives more light. 

284. DovelopxtLflsnt. — a. The tray vssd in developing contact 
prints should be slightly laxgnr than the prints and at least half full 
of woridng developer solution at the correct temperature. A constant 
temperature is essential if several prints are to be matched in tone. 
Prints 8 by 10 inches and smaller dimensions are best immersed in 
the developer with a sliding movement in such manner that the 
dmt^sp&e flows over the print rapidly and eronfy. The method of 
mmieiBion of laxge prbits m tiie develops is described in secsll<m in 
where large prints are usuid. The print will remain in the develops 
for the stipulated time (1 minute, 15 seconds, at 65° F.). The tray 
should be rocked continually during development, using a change 
of direction while rocking. The exposure should be such that the 
print win reach its correct tone in the stipulated time of development 
A print is correctly developed when — 

( 1) Tones that should be black are the best black the paper will yield. 

(2) Maximum contrast of the paper has been reached. 

(3) Halftones of the print have assumed their proper position in 
the scale <^t(um 

h factors oontrdHiig developti^eBit arei 

(1) Nature, strength, and compodtifm of the dev^oping solution. 

(2) Temperature of the developer. 
(8) Make of paper. 
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e. Some precautions to be considered in print deTelopment are : ' 

(1) Developers weaken with use and are chemically changed by 
prolonged exposure to air. Prints should be examined at intervals 
lor mj signs of deyeloper exhaustion and fresh developer mixed it , 

(2) P^longed or forced developm^t, or a high devel<^^ tempera- 
tnre causes fogging or staining of prints. 

(3) A warm developer produces warm tones. 

(4) IJnderdevel<^ment produces wajm tones and low contrast. 

d* It it ftdtinhle to %ipeii" any developer before vm. Wbrat a 
lufeiitimber of pmts must be mfttdied in time, it is eesentu^ Hie 
procedure is described in paragraph 288. 

e. When prints do not show the desired quality that a printable 
negative would be expected to give, some errw has occurred in the 
processing. The cause of this error should be correctly determined , 
and precautionary measuiee taken to prevent its recnrrenoe. 

285. Binsingr* — ^Upon ccMnpletion ol devftkupment, the print is 
quickly transferred to a water rinse for 5 seconds. A secondary 
rinse in an acid rinse or short stop consisting of 1^ ounces of 28 per- | 
cent acetic acid in 32 ounces of water is very advisable. This bath, 
if kept up to strength, will nenrtinLlixe alkali d«velopeg iKwrnalnft^ 
in the print and relieve <^ fixing bath of that fanctioii, thereJby 
prolonging its working life. If Uie acid stop bath is used without i 
previously rinsing the print in water, the surplus developer should 
be drained from the print to prevent the too rapid neutralization 
of the acid. The print should remain in the short stop bath not less 
than 5 seconds. 

286. Fizatiom^ — a, Purpom. — A print is fixed after developoaent 
for the same reason that a negative is, to dissolve out the silver 
salt in the emulsion which has not been acted upon by the light 
and does not form any part of the developed image. The printed 
image thus heoemem pbtl^^ 

h. H&iMnff prkits 4^ psl^ &a^A.— When the dereldped pcint has 
been thoroughly rinsed, it should be transferred to the fixing bath, 
and in order that fixation may be even and complete, all prints in 
this bath should be moved at frequent intervals. Prints should 
not be allowed to float on the surface or collect in a mass in the 
fixing bath. It is a good pnie^tie td mme aU the JirixiW in the 
fixing bi^ wheiwm' a new print is added to the bath. The hands 
should be Uioroughly rinsed immediately after immersion in the 
fixing baUi and dried before developing operations are continued. 
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o. Length i»f j|^KK(££(MW— (1) The question as to how Icmg it takes 
to fix prints completely is a practical one at this point. In the case 
of negatives, the unchanged SLLver salt can he seen to disappear as it 
passes into solution and by inspection alone it can be judged when 
fixation is ocmiplet& The completitm of fixatifHi of paper priiils» 
however, is a very mudt difficult acatUr to jndgie for IlK 
following reasons : 

(a) The tendency of prints to collect and lie in a mass in the 
fixing bath. 

(&) absence of any visible sign that ibe mmhuiged silver 
salt has been oompletely disaohed. 

(2) The idiotographer is, therefore, compelled to wmrk rule. 
It is imperative that the prints when fixing should be prevented 
from lying one on top of another. It is almost impossible for 
fresh hypo to reach the middle of a collection of adhering prints 
and for silfer diarged hypo to diffuse oat* With a freshly made 
fixing bath, under normal conditions and with good agitaticm of 
prints, fixation is complete in 10 minutes. 

287. Washing. — ^When prints have been sufficiently fixed they 
should be washed in running water or in several changes of fresh 
water. Tl» tempwatnra of the water should not be greater than 
70° F., nor less than 00*^ F. for effident washing. The length of time 
.varies wiUi the time of fixation, tlw t;^»i'C^"*fffB of the paper base, 
and the temperature of the water, but as an average 30 minutes is 
the minimum time for efficient washing of single-weight prints and 
45 minutes for double-weight. 

288. Aieailal jpthotographic piinting.^o. The best ^int for a 
mosaic j& one that portrays the topographic features of the terrain 
in both light and dark areas in their correct relation and is of 
average contrast. In the case of negatives that print flat, it is best 
to use paper of a grade that will give average contrast in the print. 
The essential requirement in all aerial photog^phs for military 
lise is ftiH detail A farther reqaireniatt is thid^ the prints com- 
posing the m(^ic match in tone and color so that the finished 
i:'roduct will not have a patchy appearance between prints. This 
must not be confused with different density of the terrain itself ; for 
example, a patch of wet ground adjacent to a dry or sandy area 

a topographic^ featai!«» end Vb» wet arai Is natxixaUly darloer thui 
the di^ ffi^ 

5. "hi <n?dter to avrnd a patchwork effect in the mosaic and at the 
same time produce one that will show perfect details in highlights 
and shadows and will be of such a tone and shade that there will 
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not be a loss of detail when making the photographic eopy, it is 
essential that special methods be employed in printing from mosaic 
negatives. To meet the requirements of this type of work, the fol- 
lowing methods should be adopted: 

(1) Obtain soffiqieot stxx^ soliiti<m dm^nifpet of the same mixing 
to complebe Hie jcb. 

(2) Obtain sufficient psper of the suae emulsion nnmber, ofmtnst, 
and expiration date. 

(3) Maintain the working developer at the prescribed temperature. 

(4) Ripen the first batch of working developer just before use 
hy developing for S minutes four sheets of papeir that have been 
exposed to white light When mixing the seoond and subsequent 
batches of working developer, retain as a ripener one-fourth of the 
used developer and add it to the fresh working solution. Bipening 
is sometimes referred to as silver loading. This chemical action 
has a definite relation to the wofking properties of a developer. 

(5) Beleet a native oontttuiing as many featmes of th« tintnii 
as possible. 

• (6) From this negative make a master print, keeping in mind 
the requirements. The printing light should be so regulated that 
the exposure will be not less than 10 seconds. Development time 
wSl be not less than 1 minute, 30 seconds. It is good prae^oe to 
try two or more grndtes of pfip«sr to find yrlmh mmtetat m brat stdted 
to the negative to obtain the desired result. Several prints should 
be made from the negative. These prints are examined in daylight 
or equivalent and the best one selected as the master print. The 
selected master print is immediately duplicated by making three 
more prints to match exactly in case of damage to die ori£^n«l. 

(7) Keep ime nuistei* print wet and oon^Hiiently located to the 
developer so that subsequent prints can be matched in procesdng. 

(8) Prints from other negatives of the job will now be secured 
whose detail will match corresponding detail in the master print. 

(9) When dodging is necessary to obtain even prints, use the 
individual lig^t switches of fiie printer. 

(10) Develop not more than 15 prints in 48 ounces of woridng - 
solution and do not use the developer more than 1 hour. 

(11) After final washing of printe, immerse them in a softenii^ 
bath for 5 minutes. 

(12) Bemove e^scesS water by placing prints on an bodined surface 
to drain. Then blot with gentle pressmre and witliout use of jpmi 
roller. 

(13) Place prints, emul^on side down, on drying rack. 
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(14) All laboratorj prooednrra not specifically mentioned loUov 
the regular practices. 

289. Precautions and directions. — a. Do not leave trays scat- 
tered around. Working systematically nol only 8a.ve& time but avoids 
mistalses. Hie trays should alwa^ be arranged in the following 
order from left to right: developer, rinse water, and fixing bath. 

h. After a print has been immersed in the fixing bath, thoroughly 
rinse the hands in clean water and dry them before proceeding with 
developing operations, otherwise the fixing bath will be carried on 
the lumds into the def«|oper and render lattw mAt for photo- 
graphic use. 

c. Do not leave the paper box open or have unexposed fiSieefS of paper 
out of the box. Photographic-sensitized materials are expeodve, 
and therefore should be handled carefully to avoid waste. 

d. Always keep chemicals fresh and pure and in clean containers. 
Rinse chemical solnticms from outnde of eontuners. 

e. Do not caxe^eady throw spoiled paper around the darkro<Hn. 
Keep all working material in its proper place at all times. Spoiled 
or discarded prints must be torn suflSciently to render them useless. 

f. In general, always be orderly, cleanly, and systematic in dark- 
room work. Good contact printing requires it. 

200, Softeainff contraaty prints. — ^It sometimes happens that 
No. 1 paper mil not be within the range of a negative that is very 
contrasty so as to give the desired detail in the print. If the paper 
is given a slightly increased exposure and then soaked in clean 
water for a few minutes before development, an appreciable soften- 
ing of ooatnui will lestilt* It is ^eirable when soaMng the 
prmt to plaoe it emulsioa down in the water as a protection 
from the safelight. 

291. Use of potassium bromide. — a. The successful printer 
must thoroughly understand the use of potassium bromide in the 
developer. All developers for paper require a certain amount of 
potasfiftmn Iflroniidis to kaei^ tibie wMies of tito print clear. W&t eora* 
venience, tiureloie^ mturated solutions of potassium brtnnide are 
kept in the printing laboratory. When printing from negatives 
that require a soft grade of paper, bromide must be added to the 
developer if the whites do not appear clear or if the prints show 
any indication of fog on tiie masked border. "Bvm if fogging of 
the print does not tesa^ Imnnide should be addiul to tii^ deiveloper 
for soft papers if the same color of print is desired from soft papers 
as from the hard. Bromide papers almost without exception re- 
quire at least one-third more potassium bromide than diloride papers. 
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If the additional bromide is not used with these papers, develop- 
ment cannot be prolonged sufficiently to secure the rich, deep printing 
tone that is necessary for good bromide prints. The greenish tinge 
in prints fJiat is ttsukUy kid to the exBeamm use of potn^um Ikto- 
mide is mmy lAam imQy lauraed hy mtdssrimtl^j^mmt. *Bm ^feftter 
the amount of bromide in the developer tbB Icmgjest should lie ^ 
time of development. Whenever greenish or brownish tones are 
encountered in printing, recalculate the developing formula to see 
whether the amount of potassium bromide is in excess of that re- 
quired. If found that It is not, d«^opnient ^SmhiM be continited for 
a longer time and the difficulty will usually disappear, 

h. The saturated solution of potassium bromide is added in drops 
to the working solution of the developer, use being made of the 
ordinary type of druggist's eye dropper for this purpose. One drop 
oft saturated potassium bromide solution should be added to each 
4 oamses of wcnrHng devdoping solution. If this gthouM parove in- 
sufficient, add one or two drops more, test by the developmrnt of s 
print, and if additional bromide is still desired, add this quantity, 
followed in each instance by a test until the desired result is ob- 
tained. A saturated solution of potassium bromide is strong and 
a very small quantity wiU affect tius developer, therefore great care 
must be i^ed m accurately nraaanring the bromide in drops when add- 
ing it to t^e working solution of tiie de^loper. 

0. Occasionally when stale paper is used, the addition of potassium 
bromide to the developer may not prove as efficacious as the use of 
potassium iodide. The proportion of the latter salt ordinarily added 
to a normal paper developer is not more than one-eigihth of a grain 
to each ounce of the woiMng solution. 

292. tJniform tones. — Photographic papers have varying de- 
grees of color or warmth of tone built into them in process of 
manufacture. It is sometimes desired that the tone of the prints be 
pure black wi^ all trace of oiolor elimhiated. Tlus can be done by 
the use of pota^um eaitiKytaai» (eommmfy known as K. O. 
drops) added to the developer in drops until the desired tone is ob- 
tained. While this chemical tends to add slightly to contrast and 
shorten the life of the developer, it is very useful in obtaining 
uniform tone when matchmg prints. A range of tone from pure 
blw^ to dbaost purple is poidbile aoeording to the quan^^ used in 
the w<nrking developer. From a lEiock sohiti<Ma of 25 to 1 

oumse of water, the amount required k added to the working devel- 
oper. Usually from 5 to 15 drops in an 8- by 10-inch developing 
tray will have the desired effect 
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293. General. — In projection piinting a lens is used to project 
tlie negative image an a ^eet of sensitiBed paper. The size of tfa# 
frojectedi Ibu^ is d^pemtent upon the distance from the lens to the 
eoositized paper, the sbe of the negative, and the focal lengHiL of iQie 
lens, and such image may be IstgeXj smaUer, or of the same size 
as that of the negative. 

294. Projection printers. — projection printer must include a 
means &i even^ iUomiuating a negative, a negative holder, a leEis, 
bellows, kbA an easel or pap^ holdex'^ ( See %* 60.) A study df 
%ure 69 wiU Sam that by means of a reflector and cfondensing lenses 
or diffusing medium, the light £rom an incand^oent bulb is dis- 




215 

PS- Or»gii>al from 

Digitizeo \^ OOg le UHI VERSIH Of C AUFORNI A 



294^5 



tributed erenly over the negative and the enlarged image is projected 
on the easel. In a vertical type printer, the negative is placed above 
the paper both of which are in a horizontal position. Some projec- 
tUKL printras mmm dedgned that they can be need verticiUly or tilted 
and laaed as hinixaiital printers. 

Z&5. Types of paper used. — a. General. — Although it is possible 
to make projection prints on chloride paper, provided a light of 
sufficient intensity is used, most projection prints are made either 
on bromide or bromo-chloride ^nulsions. Since these two types of 
papers are more expaiidv« fban ckk^de paper mi the shsee of the 
sheets are tisnally larger than those used in contact printing, it is 
essential to use test strips for trial exposures and to use all other 
possible precautions to hold the amount of paper consiuned to a 
minimum. 

& ^fiMiiMsw— Bronude paper is available in f&a^ mud double 
we^liitB, wMte, bufl, aaid cxeam-odoved stocks, a&d in a variefy of 
surface textures. Di£Ferent brands of bromide paper vary in speed 
as do the brands of chloride paper. This makes it impossible to 
make an accurate comparison of speed between the two types of 
papers but bromide paper is about 40 to 50 times faster than chloiide 
paper. 

e. Bramo-ehloride, — ^Many technicians prefer tetHiUHihloride paper 

to bromide papers claiming the bromo-chloride papers have the de- 
sirable characteristics of both bromide and chloride emulsions. An- 
other advantage of bromo-chloride paper is that it has a speed fast 
enough for projection printing but not so fast as to prevent its use 
in contact printing. This is an advantage when it is d«nred to make 
ccmtad^ prints and projection ^ints from the same negative and have 
the same color of stock, tone, and surface in both the contact and the 
projection prints. Ordinarily, bromo-chloride papers are about 5 to 
20 times faster than chloride papers and from 5 to 10 times slower 
tiiaa bromide papers, ^xuno-cfaloride papers are nffliallj manu- 
factured only in a normal grade of contmi^ but are sometimes made 
in normid and medima contrast. Hiere are no bromo-cbtoride papers 
manufactured in more than two contrasts. Two reasons why it is 
not important to have the variety of contrasts in the papers used in 
projection printing as it is in those used in contact printing are as 
fotto^: as a nde, projection prints are made tmtf fmn. negatives of 
good quality; eimtra^ of priiniB made on bitanide or brom<^^ 
ide paper can be altered by varying the exposure} tbe developing time, 
and the eltxmg^ of lha dievelopar. 
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d. 8afelight8> — ^Both bromide and bromo-chloride papers can be 
handled safely with a No. O (orange) or No. OA (light green) safe- 
light. Prints can be judged more accurately when the No, OA 
safeli^t is used. 

Charactfflisties of pvoleelioii printers. — a. lUunmmr 
tion. — Either incandesoeat bulbs or fluorescent tubes whidi are eon- 
tained within the apparatus are used. The illuminant, in most cases, 
is an incandescent lamp inclosed in a lamp house which is part of the 
printer and is of the correct intensity for bromide or bromo-chloride 
emuMoaa; 

Fommi0^{l) 8^ of the pn^e^ed image k determined 
)sf tbe distaOaee from the Ims to the easel. In order to have a sharp 
image on the easel each time the distance from the lens to the easel 
is increased or decreased, the bellows extension must be respectively 
decreased or increased. When an exceptionally dense negative is 
being projected, the iUuminatton may be so weak that th^ is difficulty 
in determining when the image is sharp. This difficulty cui be over- 
come by substituting a negative of less density for determining the 
focus. This substituted negative should be one that is critically sharp. 
A negative of a line drawing or a transparent focusing chart is ideal 
fQif tbU purpose. 

(S) Sme projeetioii printers focus automatically, a system of levers 
bringing the image into focus when the distance from the lens to the 

easel is altered. 

G. Redttcing attachm&nis. — In order to make a projection print at 
a scale of 1 to 1, the bellows of the printer must be extended two focal 
lengths. The bellow extension must be still greater when making a 
print smaller thui the negative. Reductions can be made in any 
projection printer provided the bellows can be sufficiently extended. 
When the bellows extension is not sufficient, a reducing attachment 
can be used. A reducing attachment is merely an extra section of 
bellows, one end of which can be attached to the main bellows and 
which him facilities for supporting a lens in the opposite end. The 
lens which has been removed from the printer may be used or the 
attachment may include a special lens. This special lens can be of 
shorter focal length and slower speed than the regular lens. Some 
reducing attachments are provided with a graduated scale by which 
the size and focus of the imii^ is Mcuxed niedlutni(m%. 

29t. Haldng a pro|ee^on pzint. — a. Ofera^omft^p^^e^f-^^ii^ 
following operations must be followed in making a projectioin print : 

(1) Preparation of the negative, 

(2) Inspection of the printer. 
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(3) Insertion of the negatiTe in carrier. 

(4) Masking the negative. 

(5) Composing the print. 

(6) Preparation of solutions. 

(7) MB^^ngtaad pToxsmti^& Ust expma^ 
($) Bzpoe^ tlie prini 

(9) Inspecting the print 

(10) Dodging. 

(11) Diffusing prints. 

(12) Developing. 

(13) Fixing, washing, and drying. 

ft. Prepa^raHon of negative. — Before starting to mate a print, the 
negative should be examined for pinholes, scratches, finger marks, 
and dust. Pinholes and scratches should be removed by spotting or 
retouching. Dust can be removed by brushing lightly with a soft 
cloth or cfunatVliair brush. Finger marks can be removed by swab- 
tnng with, ft soft dotli dip|>ed in ctpi^bon tetraddoride which is also 
an excellent method for removing dust. 

c. Inspection of prmt&^^ — The mspectiom of the printer should 
include the following : 

(1) Checking the lens for cleanliness and determining if diaphragm 
is worMng properly. 

(2) Checking lights, switciies, and movft^ 

(3) If the printer has automatic focus, the accuracy of the foois 
should be checked, preferably by using a focusing chart. 

(4) With negative removed from carrier, the evenness of illumina- 
tion should be tested and if found to be irregular, corrected by proper 
adjustoeiit of lamp. 

d. Insertion of negative in carrier, — ^The glaisera of the negative car- 
rier should be thoroughly cleaned. The negative must be placed in 
the carrier, emulsion toward lens. Sometimes it is better to anticipate 
the areas of the image which will need the most dodging and place 
the negatiT. in th. ^ in «>d> » po8iti«o thM th^^ of tk 
iina^ will be closest to the operator. The negative should be centered 
in tlie carrier. 

e. Masking the negative. — Located near the negative on most pro- 
jection printers are four masking slides. These are for the purpoae 
of cutting off aU light whidi does not pass through ih.e negative. Sur- 
plus light, if not eliminated, may fog the printing papef. When i 
printer doe$ noit contain masking slides, negatives should be masked 
in the negative ciuiier. While either of theee masking devioes can 
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alsolie used to msAce white borders cm |H^ts, it is miii^ besttur {a«ctice 
to border prints by means of masks in contact with the print, 

/. Composmg the print. — When s print is to include the entire area 
of a negative, Uie composing of the print is a matter of correct spacing 
of the image on the easel. Frequently it is not necessary to include 
^eiitizeinmftolliie negative ^tha prut fiidneliaeesyltisofteii 
possible to improve the oomposition of &e negative by local maskinjif 
and to eliminate some undesirable features of the negative. The ability 
to alter the composition of the negative in making the print is one of 
the advantages of projec^on printing. 

g. PreparaMan of sah^kmBj—Tb^ trays for the developer and rinse 
bithdumMbeflli|^y lai^gert&aatiielaigeefepirm The 
tray for the fixing bath should, when posEohle, be at least twice as 
large as the other trays. The trays should be spaced apart at distances 
which will not allow one solution to be splashed into another. Since 
prints of large size are difficult to keep separated in the solutions, 
liberal qiuUKtlHiMS ci Mtntiicnis dunild hi> {ilaeed in Hkb trays. 

h. MM^ a test eetpoaiMV^Aibet the above pv^fMurations ha.v6 bean 
completed, the next step is to make a test exposure as follows : 

(1) With the lens wide open, study the projected image for contrast. 
The degree of contrast wiU determine the contrast of the paper which 
should be used. 

(2) With the on, doee tiie diaphragm until the Image tm the 
Mael AppMXH to have a brightness that will necessitate at least 10* 
seconds exposure. The ability to judge the brightness of an image 
which will print in this time requires practice but is an excellent way to 
judge exposures. 

(3) Flaoe a rtiip ol the paper to be used on the easel in such a 
manner tliat it corns an area of fairly nnifoim and average dendty. 
ICake four eizposures of 4 seconds, each oovwing up sections of the 
paper in such a manner that the sections receive consecutively 4-, 8-, 
12-, and 16-seconds exposure. When the test has been developed, the 
correct exposure for the print can be accurately determined. . A second 
metibiod of terting is to {dace the test s^p on the easel in a position 
which vrill ii^nds a hig^Uight, h^ftone, and a shadow of the imag^. 
Expose for 10 seconds, and from t^ ^veloped te^ det^mine the 
correct exposure for the print. 

i. Exposing the print. — Place a whole sheet of paper on the easel. 
Expose for the time which was estimated frrau the test to be proper. 
Develop for the mxtmsl t^Doec^ rinse ^tuomyv^^blfy and fix iw i minate. 
Blase and carry in a tamy to dayligjit or white artificial light for 
inspet^ikaL 
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Inspectitm of pnni,— The print ^ould be ilispecstod for over-all 
d^isity. If too light or too dark, the exposure must be respectively in- 
creased or decreased. If the print is decidedly too eontrasty, a softer 
grade of paper must be used. If decidedly flat, use a grade of paper 
that will give more contrast If the ecmtrast is <mly slightly ineorr^^st^ 
the propereontrastcan be secured by Taring the exposal^ and develop- 
ing time. The contrast of prints can also be slightly ^ried by cbitlig- 
ing the intensity of the light. This can best be accomplished by mean s 
of a rheostat if the printer is so equipped, or by regulating the size 
of the diaphragm opening. Long exposures by weak light give greater 
oon^tasb titan fSxott ^^osmes unlSi » mciro intense light. If print 
as a whole is coiTect but thero are areas which may need more ot less 
exposure, the amount of dodging which will print these areas to the 
desired densities must be estimated. The print should also be inspected 
for spots which might be caused by dust on the negative or by fog and 
stain. If any of these defects are discovered, proper measures must 
betetkeai to prevent thdr appeuruiGe in tbenezt piint. 

h. Dodffing^(l) If large numbers of projection prints are to be 
made from a negative, the best method to use for dodging is to dye the 
negative locally. However, a negative properly dodged by the appli- 
cation of dye for contact printing might be overdodged or underdodged 
for projection printing because the emulsions of the papers used for 
projection prinfang are not prop<niionately sensitiTe to the colored 
light transmitted through the dyes. 

(2) When the negative is not dyed, dodging is accomplished by 
holding back light from certain areas of the image during part of the 
exposure. This is accomplished by holding the hands or a piece of 
dodboard betwem the lens fwd the easd. 8mall ureas, especially those 
near tlw center of the print can be held back by interposing ^all pieces 
of blotto Of cardboard of the proper size and shape betweeoi jtlie lens 
and the paper. By this method, the central areas of the print can be 
held back without affecting areas along the edges of the print which are 
of proper density. 

( 3 ) Areas of the print which are too light can be printed in by means 
of a cardboard shield containing a hola By holding the dbi^d a 
few inches above the print, additional exposure can be given to the 
desired areas by allowing the light passing through the hole to fall 
on these areas. A device for printing in areas of prints is shown in 
figure 70. This device c<»isists of a piece of cardboard in which is cut 
a rather lATgt opetdsg. A circular piece of cardboard containing a 
variety of sizes and shap^ of small openings is centered on the card- 
board in such a matuier that the desired openiag can be turned to the 
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opening in tlif base. The size of the cardboard and openinfip are some- 
what dependent on the size of the prints to be made. In fact, two 
sizes should be available in tlie laboratory; a small size for dodging 
prints, not larger than 11 by 14 inches, a lta^ size to be used witk 
lai|^ |»:dnt8. 




FtoDU TO. — Dodstatg devlc«. 



(4) ^ dodpng, both when holding back and when printing in areas 
care mvist be tised not to overdo the lightening or darkening of the 
areas and to blend the dodged area into the rest of the print. Block- 
mg can be secured by continuous movement of the dodger, not only 
kterally, bnt also vertically. Whatever method of dodging is em- 
pldjed, 1imt(» is earn mb -wMt^ mxak be foUotrad : Aheii^ mdmhd^e 
when an area is lightened or darkened to the exact shade it apparently 
should be. This area of the print will have an unnatural and faked 
appearance. Therefore, it is better to allow the area to remain a trifle 
darker or lighter than it should be printed if dodging were necessary. 

k D^^mki^ prkfyt<i^il) Piaits are dl£Siised In projection printing 
for the Ailtefii^i^ poposes: 

(a) To gi^ pictorial elEn^ 
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(h) To reduce the prominenoe of defects or unretouched portrait 
Djegatives or to make rough retouching less prominent. 

(c) To decrease the graininess or other defects of copy negatives. 

(2) The folkyving devi^ m» used ioat diSasmg : 

(a) Optle&l diffudiig disks can be used by attaching to the lens or 
holding near the lens during part or all of the exposure. They diffuse 
by slightly distorting the light rays. Optical disks usually are in 
sets, each disk giving a different degree of diffusion. 

(b) A more satisfactory device for diffusing is a piece of crumpled 
celloplmne. 'Riis etm be held & few inches from the lens dming aU or 
part of the exposure, depending upon how much diffusion is desired. 
The ^eet of cellophane can be hdd still or it be moved during 
exposure. 

(c) A third method is to stretch a piece of chiffon or bolting cloth 
over a wire ring. This can be used in the same manner as the 
crumpled celloplmne. 

m. Developing the prinf.—il) The average developing time for 
bromo-chloride paper is li^ minutes while that for bromide paper is 
2 minutes. These developing times are longer than that used for 
chloride paper, and stains on prints may appear unless care is taken 
to see that the developer is not exhausted. 

(S) Prints should be placed, emul^on up, in the solution witib a 
sliding motion^ It may be found necessary to roll large prints, espe- 
cially those on single- weight paper. With the roll held in the left 
hand, the print is placed in the developer by pulling the outer edge 
of the roll underneath the developer, allowing the print to unroll at 
the same <ame. 

(3) The G(mt3»ist of both brcono-diloride «id laromide cuitdaon^ but 
especially that of the latter, is v&cy susceptible to variation of exposure 
and development. Short exposure and prolonged development tend 
to produce the maximum contrast in the prints. However, develop- 
ment beyond maximum contrast tends to produce fog. The range 
of developing time traed for bromtHihlotide paper is £roiii 1 soanute, 
IB seconds to 2 minutes, 30 seconds. The range for bromide paper is 
from to 3 minutes. This variation of developing time of projec- 
tion prints is not only permissible but must be practiced to secure 
the finer degrees of contrasts which are often necessary for good 
piin^ 

«t« Fias^ and w&8kinff*'—'{l) Prints should be fixed etauMcii up. 
If the prints are of large size, douHe fixing baths should be used. In 
the fixing of large projection prints, especially those having wide 
borders, there is an inclination to overwork fixing baths. This must 
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be avoided as silver bromide emulsions (especially when the emulsion 
contains some silver iodide, which, it usually does) are oousiderably 
mm diffie^ to dlaMdvie ^bm die 0mt ebkiide uaelfl in ecmtact pdnb^ 
ingpapexts. t4urge[HnutiviUpackt(^ellie^ IWtliis 
reason, considerable attention should be given to the separating of 
prints while they are fixing; With profwr att^tion the piints will 
fix in 15 minutes. 

(2) When the projection prints are small, they may be washed in 
the aam» wmxxme as contact prints. UnlesB extremely large waahero 

an used, ka^ prints must be washed in trays since prints of thft 
larger eazee are often damaged in mechanical washers and will not be 
washed efficiently because they tend to cling together. When washed 
singly, at least six changes of water are needed and each change 
should take about 5 minutes. 

Smrnxxs IV 

FINISBIirO FKIlfTS 

P»ragraph 



General — — 298 

Washing: . , SS0 

Use of aoft«iilBf bat^.: 300 

Drying ..^ — 801 

Straightening 303 

Trimming - 304 

Equipment for trlnuning SOS 



298. GeneraL — The finishing of prints includes ail treatments 
ff:fm to pdnts from the time tJiey are zemoTed fscm tfa» fizn^ bath 
to tl^ final ddiyery. 11iei«f<»ce, wadiing, softesniag, dryii^, 
tximming, mounting, and spotting of prints will be explained. 

299. Washing. — a. General. — ^Although, during washing, chemi- 
cals diffuse from the base of a print as well as from the emulsion, it is 
more difficult to wash prints than negatives on film because the hypo 
is held so tenaciously within tiie fibers of the paper. For efficient 
waslung oi prints Uie stream of siioiild be sufficient to produce 
a compi@|iBi change of water within the washer every few minutes. 
The prints should be kept moving and well distributed. 

h. Temperatitre of the vxxsh water. — (1) The temperature of the 
Wash water has a definite bearing on the rate at which the chemicals 
diffuse from prints. The ideal temperature range foor wash water is 
from 60° to 70'' F. At temperatures below eo** F. €b» tune must be 
huareased consideiraldy and if the temperature exceeds 70** F. it may 
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be necessary to use an auxiliary hardening bftth before washing to 
prevent undue softening of the emulsion. 

(2) When ^nrints are removed from a fixing bath and it is neoes- 
BBory to wadi tliem ia waJbeat of a. decidedly different temperature, 
iMfCMl fiES^utdKXBL cmxtmc^eKk behraen the base and ilie emxdMcm 
will cause blisters or frills. Under these conditions it is ad^v^Ue 
to place the prints for a few minutes in a tray of water having a 
tomperatnre midway between that of the fixing bath and the wash 
water. 

e. Washmff «n trays. — (1) Alf3ioii|^ tlw major portion of prmts 
made am WMhed m mechanical washers, it is often necessary to wash 
them in trays. Two trays having deep aides should be used. The 
size of the trays is determined by the size and number of prints to 
be washed. Both trays should be filled almost completely wiUi 
water and the prints placed emulsion up in ilie first tray after the 
fixing soAdtkm is drmined from them. After the pemis have been 
separated one at a time, the water should be drained from the tray 
and the tray again filled with water. The prints should then be 
transferred one at a time to the second tray. Here the treatment 
given in the first tray is repeated when the prints are again trans- 
leffied to <ihe first tny. £Bx oomidefto changes from one tray to 
another, allowing 6 minutes b^ween changes, is «aiBc»ent for ^ogh' 
weight prints. Double-weight prints dbould be giv^ 8 to 10 
changes. 

(2) A second method of washing prints in trays involves the 
use of a siphon. The siphon is fastened to the edge of a large deep 
tray. A hoss ooxmects th» siphon witii a femeeL Water from tlM 
hose passes throu^ an outlet into the upper surfaces of <iie water 
with suflBcient force to agitate the prints well. At the same time, 
the heavier chemically contaminated water is siphoned from the 
bottom of the tray. This method of washing is quite efficient pro- 
vided flie prints are rinsed flioroughly in two or three changes of 
water before being placed m the largo tray to which tiie siphon is 
attached. 

d. Mechamcal washers. — Although there are many different de- 
signs of mechanical washers, they may be divided into three types; 
open cage washers^ closed cage washers, and rocker washers. 

(1) The open cage washer consists of a round tray in which a 
me^ cage containing the prints nefrolTes in a horizontal direction 
on a vertical axis. The cage is open at the top and so balanced that 
water spraying into it from the top causes it to revolve. Prints are 
kept separated by means of flexible aprons. These aprons are fas- 
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tened to the top of the washer and the lower edges extend slightly be- 
low the surface of water. As the cage revolves, the prints strike 
these edges and change position in the water. Although the tray or 
tank of water is shallow, it is made so that the water dndns from the 
kltdmb In some mcxyis, water id o^l^letely drained at m- 
terrals means of a siphoning dericeu This open cage type of 
wailier is very satisfactory for washing prints. It is efficient in its 
action, seldom damages prints, and it is easy to place prints in it 
M remove them. Lai^ prints can be successfully washed provided 
too many a^ nyi^ nnde^iakeii «t the maam time. 

(2) AncrtJier typa of wasAier oondsts of a tank in wMdi a cage 
containing the prints revolves on a horizontal sodss. The cage may 
be driven by a water wheel attached to it or by an electric motor. 
Water enters the washer from the top and is siphoned from the 
tank at the bottom. This type washer is quite efficient for small 
pdn^ but prints as large as 8 by 10 inches are indined to form rolls 
vMch not only prevent eflldent wadbdng bat are ofiea responsible 
ifx tears and other damages to the prints. 

(3) The rocker type washer is really equivalent to two trays 
fastened together with a high separator between. The connected 
trays are b«dazu»d m a |aT0t in sik^ a m»xmer iiii^ water Hioim 
'^mg one dide of separator into one tray nntil it is full. The 
weight of the water causes this tray to move downward which allows 
all the water it contains to escape through holes in the end of the 
tray. At the same time, the separator is moved into a position which 
will allow the opposite tray to fill and cause the second tray to empty 
while the water again starts running into tite first tray. The water 
dnuning completely from the trays and t6» complete shifting of 
the position of the prints each time the trays are tipped results in 
very complete washing of prints. This type washer is also economi- 
cal in the use of water. Its rocking action is gentle and prints 
washed are seldom i^stoaged. 

«. Teistinff prktis f&r hy^a,-— While it is not neeeasai!^ to teat 
each batch of prints waelud Isr the prestos of h^po, it is good 
practice to make a test once in a while to prove or disprove the 
efficiency of the washing methods and time of washing being used. 
In chapter 3, two methods of testing prints for the presence of hypo 
ate explaiiM. The fonntila to be vmd in perfonni^ the test k 
included in appendix I. 

/. Washmg time. — (1) When additional prints are added to a 
batch of prints which are partially washed, the hypo from the added 
prints will immediately diffuse into those which have been washing. 
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This makes it necessary that the tuning of the washing be started 
when the last prints were added. 

(2) The tanks of mfiehanical washers have a large capad^y. 
When a batch of prints is removed from the fixing bath and placed 
directly in the washer, a considerable quantity of the fixing solu- 
tion is carried into the w^her. This quantity will be halved if the 
prints are given one complete change of water before being placed 
ill ilifi waste. quantity will be furtlier hy & seeond 
md third du^e of water. For this reason, it is miK^ better prac- 
tice to wash prints wi<& two or three conges of water befoie placing 
them in the washers. 

(3) The time necessary to wash prints is dependent upon the com- 
pleteness of fixation, the amount of agitation they receive while being 
washed, the ocnnpletoiiess and rapidity with which the water is 
dianged, and whether the prints are on sict^e- or double-weight 
paper. The time is also slightly dependent upon tiie temperature of 
the wash water. While it is most necessary that prints be completely 
washed, it is poor practice to wash them for a needlessly long time. 
Prolonged ws^ng may cause any of tlie following: 

(a) BzeesesTe softening of the emulsion. 
(6) Blisters and frills. 

(c) Stretching of prints. 

(d) Accumulation of slime on tlie print from impurities in the 
water. i ^ 

(4) The correct tuziB of washing must be e^abliE^lied by tests 
whidi will prove the efficiency of the methods used. However, under 
favorable conditions, 30 minutes is the minimum washing time for 
single-weight prints and 45 minutes for double-weight prints. If 
absolute permanency is essential, a satisfactory hypo elimination test 
sliould be employed. The formula for the eliminator recommended 
will be found in appendix I. 

300. Use of softening liatlUb'-^ Purpose. — ^The emulsion of 
prints is frequently hardened to an extent that if the prints are 
dried without having received some special treatment, certain diffi- 
culties as follows will be encountered: 

(1) An, inf^or gloss wiU remit if the prints mre fernttyped. 

(2) The prints will ^1 fensessively. 

(3) The emulsion will often crack when an att^pt is made to 

straighten the prints. 

h. Treating prints in glycerin hatha. — The difficulties caused by 
the gelatin of prints being too hard can be prevented by placing 
the prints immediately after they have been washed in a solulson 
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of glycerin. The solution is made by adding one part glycerin to 
10 parts water. The prints should be left in the bath for at least 
nwid^ if ssftaung actiim Is not soffi^ent, thft Maoant of 
gljG&m. mXL be increased or the solujtlaa can be beated to ftboitt 80® 
or 90° F. . The prints are not rinsed after being treated, but are 
placed immediately on blottere, drying stretchers, or ferrotype plates. 

G. Use of carhitol acetate, — Carbitol acetate (diethylene) may be 
used as a substitute for glycerin for softening prints. The propor- 
tion used is the same as for glycerin and the solution is used in 
exactly the same nuumer. 

d. Frecautiom in softemng prmts. — (1) Prints which are to be 
dried in belt driers should not be treated in glycerin baths. In 
fact it is often necessary to run prints which are to be so dried 
through a supplementary hardener to prevent apnm nmrica 
treme care must be used that no prints whidi have not been com- 
pletely washed are treated in the softening bath. When this is 
done, hypo from the prints will pollute the bath and ensuing batches 
of prints will be contaminated. To avoid this danger, it is good 
practice to mix the bath in small quantities which can be frequently 
discarded. 

(2) B^des softening the gelatin at emuMons, softening batiis 
will make ^e paper base of prints more flexible. Prints so fxeated 
are less inclined to curl and are more easily flattened becat^ of the 
increased pliability. 

301. Drying. — ^Prints are dried by the following methods : Plac- 
ing on dr^dng racks, ranning tibKHigh belt diyers, and ferrotyping. 

a. Drying on raeksi — (1) A drying rack consists of a stand with 
grooves for holding a number of stretchers. These stretchers or 
leaves are wooden or metal frames across which is stretched cheese- 
cloth, marquisette, or bobbinette. The frames are supported in tJie 
drying rac& in a horistmtal posatioa, cm above tiie othN*, and i»m 
be pai^aally wiilich«wn for oonTenienee in loading the ms^ 

(2) Drying prints on these Stretchers is a anpOTior methcNl ainoe 
it will not change the tones or cause distortion. For these reasons, 
it is employed for drying mosaic prints. The prints being placed 
on the stretchers should have the surplus water removed, either by 
Hottu^ or by placii^ in piles a few pduts deep on an incline Qiek 
sarface, and lightly squeegeeing. The piints are placed on the 
stretchers emulsion side down. It is better to place them with the 
emulsion side up for a few minutes, then turn them so the enmlBum 
side is doton tmtil drying ia completed, 
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&. Belt dri/era. — (1) A belt dryer consists of a drum over which 
tia'P^ & idde dlQ^i or siprm, Tbe drum moti»>4]^T!eai and 
heated gas or dlednMi^r. !%» rM» st whidi iSie drf is 

legated % ^ di^^e of heat of 0m dmm and the speed at which 
liie apron travels around the drum. 

(2) The surplus water should be removed from prints by blotting 
or squeegeeing before they are placed on the apron for drying. 
The prints are placed on tiie apitxn emulsion down and should dry 
properly by being passed onee throu^ 1h& dxym This can be 
achieved by regulating the amount of surplus water removed from 
the prints before drying and by regulating the speed of the apron 
and the heat of the drum. In drying large light-weight prints, 
it is imally bet&er to drain them only slightly helore t»Iadbg on the 

(3) When using the belt type of diyer, the following precautions 
must be taken : the heat must not be excessive, otherwise the tones of 
the prints may be changed. Excessive heat may also make the 
prints too brittle. The emulsion of the prints must be sufficiently 
hardeii^ M a fredh fixing hatih oontainii^ a hio^ester, otherinsi 
apron maxics (indentations of the weave of tibe eloth aprem) may 
be impressed on the surface of the prints. Great care must also be 
taken to see that the prints have been well washed, otherwise those 
still impregnated with the fixing bath may transfer it to the apron, 
which thus polluted may injure the prints that are afterward passed 
through the diyer^ 

302. Ferrotyping. — ^Ferrotyping is a medianical process for pro- 
ducing high gloss on prints. Only prints on paper having an enamel 
or glossy surface can be ferrotyped. The principle of ferrotyping 
is that when the emulsion side of a wet print is pressed into close 
oontaot wil^ a anoo^ surface, tJie fibers of the gelatin of the 
lannision are compressed in drying calling an increase In the g^oss 
of the print. 

a. Ferrotype plates. — For many years, ferrotype plates have been 
made of sheet iron coated on one side with a layer of enamel which 
is baked at high temperatures. A more recent type ferrotype plate 

merely a sheet of stainless steel which is highly polished on both 
sides. 

(1) Oare. — ^Both types of ferrotype plates should be handled with 
extreme care to avoid scratches. The plates should be stored in 
grooves in cabinets and never allowed to touch each other or any 
hard mxfsm. Wh^ deaning or polishing the stainless steel plates, 
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they should be placed on a blotter or cftrdboard mnoe they are fin- 
ished on both sides. 

(2) Gleaning enaTneled plates. — ^Using a mild soap, wash plates 
in soap and water whenever they appear dirty. How frequently 
thfiy ^odd be depends npon ^ deMdinew Che watw 
used for wBsSmg, tiie mmaber of times tiuey are used, siid the cleanli- 
ness of the location in which they are used. Usually washing every 
3 or 4 days is sufficient. After washing, the plates should be rinsed 
and polished. The polish, which consists of paraffin dissolved in 
benzene, is applied to the plate witii a soft cloth. The benzene 
cleans the plate and the paraffin fills the pores and any minnte 
scratches which might be on the plate. The surface should be 
polished by rubbing briskly with a clean cloth. Enameled ferro- 
type plates should not only be polished in this manner after having 
been washed in soapsuds, but also every fourth or fifth time they are 
used. Each time before prints are placed on theakf they should be 
rinsed in dean, warm water. 

(3) Olea^dnff stmnUsB »teel plate8j~-QUarS»BS ^tioA ibr^ 
should be washed in soapsuds in the same manner as the enameled 
plates. They should also be washed in warm water each time before 
they are used. It is not necessary^ however, to polish th^ with any 
polishing solution. 

(4) Bemovinff prmt iadentoMom from MomM^ pk^^Thb 
enamel coating of ferrotype plates is often not so hard as it should 
be. When prints are placed on plates of this quality, they will be- 
came slightly embedded in the enamel. When the prints are dry, 
a countersunk imprint will remain in 1^ enamel This can be re- 
Moved lesTing in water of near boiUng temperature for about 
1 minute. If this does not remove the deisct, the {Mcooees should be 
repeated. 

(6) Placing prints on ths plates, — ^As a rule, prints to be ferro- 
typed are treated in a softening bath before t^ey are placed on the 
ferrotype plates. This treatment causes the prints to have a higher 
gbss SJid makes them moro pUable. 

(a) When ready to ferrotype a print, dip the plate into water to 
remove dust and lint. Lay the wet print face down on the ferro- 
type plate, holding it by the two diagonally opposite comers so as to 
form a loop. Bring the bottom of the loop into contact with the 
plate and law&e each comer until the print lies oranpk^y on 
tlK» pl^^ S^pieegee the surplus water from the tin and roll the 
print into contact wiitii a print roller, first laying a blottn" over the 
print to absorb the sutplns water. Tfaa print must be in perfect 
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contact to produce a uniform glossy surface. The pressure on the 
roller should be just sufficient to exclude any air bells that may form 
between the print and the plate, as heavy pressure is likely to make 
the prints sl&fk m spots. Iii iRolIiag> wixik ftum ^ oenbsr ci 
print toward the edgra. If a qmmtity of prists^ ia to be made^ liue 
tins can be nm through a wringer, thus saving Htm labor of squee- 
geeing and rolling, and also saving many blotters as blotters are un- 
necessary when the wringer is employed. The print wringer, which 
is similar to an ordinary dotlus wringer, is sometimes powered with 
an electric motor. A set screw m. eadi side of the itppei' roUer mai 
be used to control t!ic pressmm required. In passing the pli^tee and 
prints througli the wriuf^er, care must be taken to see that the roller 
does not wrinkle the prints. When a stainless steel ferrotype plate 
is used, one side is covered with prints which are pressed into con- 
flints are then placed on the opposite side and contact secured 
% iMimg tfa« pibile thfOQ^ the wzi^^ lli^pbifse 
is set in a suitoMe to dry the prints, preferably in a drying 
cabinet as shown in figure 71. 




FiODKB 71. — ^Drying cabinet for ferrotTped prints. 



(5) If the foregoing direet^ns hltm be^ strictly complied with, 
the print will completely separate itself from the plate when it be- 
otHnes dry. To remove a print from the plate fiiat does not loosen 
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and fall off, slip a piece of old film from a film pack under the edge 
of the print. This piece of celluloid will not scratch the tin. It is, 
tSieref ore^ preferable to the use of Uie fingemidl A knife blade sboidd 
never be tsaed* 

(e) If the ferrotyped prints are to be trimmed, it shotdd be done 
immediately after they leave the plates, and after trimming, they 
should be placed under pressure. Any tendency of the prints to curl 
may be greatly lessened by dampening the backs with alcohol and 
placing betwera blotters Mosaic prints or copies of mosfti^ s&cniM 
nat be ferrot^ied as diatcation may result. 

(d) One of the difficulties enooontered in ferrotyping is the stick- 
ing of the prints to the plate. This is caused by using dirty plates, 
the emulsions of the prints being too soft, or attempting to dry the 
prints in too much heat. A second difficulty is having drying rings 
(sometimes called ^ay^xsr shell markings") on the prints wl^ dry. 
These are caused by part of the print drying in adTfuH» of olli^ 
parts. The dried section becomes detached from the plate, contracts, 
and pulls an adjoining area away from the plate before this adjoin- 
ing area is perfectly dry. This section then dries, contracts, and the 
process is repeated. These drying rings occur more often with double- 
wei^t tlian with sifig^e>wd^t priiit& They are caused hy too rvgid 
dj^^ing. The method of prevention is to slow down the rate of dry- 
ing, especially in the first part of the drying period. A second rem- 
edy is to dampen slightly the backs of the prints after they have 
dried for a few minutes. This prevents the backs of the prints dry- 
ing beibre the emulsion has dried saffidently to adhere closely to ttw 
plate. This dampening of tb» backs of prints being ferrotyped must 
always be practiced when the prints are on double -weight stock. 

b. Machine ferrotypmg. — (1) Several models of print dryers are 
manufactured which can be used for ferrotyping prints. In using a 
dryer of this type, the prints are placed emulsion up on a moving 
apron. This apron carries the print around a highly polished, heated, 
and slowly revolving drum. The apron holds the print in close con- 
tact with the drum until it sticks to the drum of its own accord. 
Wben the print has traveled one revolution around the drum, it will 
either fall off or is sufficiently dry that it can be easily removed from 
the drum. 

(2) These machine ferrotype dryers have a capacity for drying, 
many prints per hour. Good results are obtained when the gelatin 
of the prints is propwly conditioaed and the drum is kept clean 
and well-polished. 
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303. Strai|g:htening. — Necessity. — Because of the shrinking of 
the gelatin, most prints are curled and cupped when drying is com- 
pleted. The print mxist be stnughtened before it can be accurately 
trimmed, properly mounted, or belore it should be deliTered in 

case it is not mounted, 

h. Methods. — (1) A simple method of straightening a print is 
to place it, emulsion down, on a blotter and draw it underneath 
the straightedge in a manner that the print assumes a V-shape. The 
^Hightedge is drawn vmm i^ pnnt at the same time. This metihod 
is quite satisfactory but is slow. 

(2) Print straighteners utilize the above principle. The prints 
are drawn by motor-driven rollers or flexible belts across a V-shaped 
edge, the prints being bent away from the emulsion side as they 
pass mmm the V-shapMl &&^>. 0Q0d xisults a^re obtained when ^ 
emuMons of the prints ta» not too brittle. Brittle emulsions, es^ 
pedally those of glossy prints, will crack when straightened in 
these machines. When it is discovered that the emulsions of prints 
are too brittle for straightening, the prints should be soaked in water, 
run through a glycerin bath, and redried. 

(3) Although a somewhi^ sAow me^od, the best way to strai^t^ 
prints is to dampen the backs lightly and phtm between ^rdboards 
in a press. Prints should be left in the press for at le^ isa hoiir. 
To conserve space, prints of the same size can be placed back to 
back between the cardboards. Even more space can be conserved 
by dampening the back of erory oth^ print and placing the hsxk 
EQde of a d^ print squardy In contact with the diunpen^ sdde of 
another print, and dispensing with tJie cardboard. Only prints of 
one size are placed in one pile in the press. This method, howeror, 
is not so good as the use of cardboard. 

304. Trimming. — A photographic print is trimmed to obtain a 
defui-cut edge, make width of borders uniform, reduce to dctsired size, 
and to improTe composition. 

a. The clean-cut edge of the paper often becomes roughened or 
frilled during its passages through the processing solutions. The 
appearance of the print is greatly improved by having a clean-cut 
edge. 

b. StnaQ |»rint8 when bordered are trimmed dd tke width of the 
white mai^m is equal on all sides. This margin may vary in 
width from Yg to inch according to the size of the print. For 
example, the usual i^-inch masked border of an 8- by 10-inch print 
is trimmed to % inch. In the case of large prints, the borders may be 
uneven for artistic effect. The sides of the print are of equal widtii, 
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while the top border is a lit^e wider than the sides and the bottom 
border tJie widest of all. 

c. Prints are trimmed to a specific size for the purpose of 
mounting, framing, or to match the size of other prints. 

4^ CkKoapoeitioli of prints <»n oftim be improved by proper 
tEiooEDlng. The point of interest should not have a mass of extraneous 
surroundings that might be distracting. An excellent method of 
judging the proper composition to which a print should be trimmed 
is to use two L-shaped pieces of cardboard. These are placed on 
the print fuid adjusted to form diffemt shapes imd of rectangles, 
acting as frames to show the effect that would result if the print is 
trimmed to a particular size. 

305. Equipment for trimming, — Equipment used for trimming 
prints are print teimmers, steel straightedges, and raetel forms, 

a, ^mm^*—A. print iadnoE^ is essMitially a flat surface 
of Wood or riuital fitted with a pimated catting bhtde. TikB blade is 
ftdijusted by a spring texM^am bolt to make contact with an accurately 
ground steel edge along one side of the trimmer. The flat surfaces 
of trimmers that will accommodate paper sizes as large as 30 inches 
wide are generally wood to conserve weight and expense, while the 
smalter are of M metol ^m^on, A measoring scale 
^mted in inches aloi^ the top edg^ of tJie trimmer serves as a 
guide for the papers BisoM trunmers are marked with rule spacing 
on the flat surface, and in addition are provided with a transparent 
line guide along the cutting edge. This line guide serves the dual 
purpose of assisting in spacing the width of the border and also as a 
pre^re plate to hold the print firmly wh^ catting. A print 
trimmer should not be used for cutting cardboi^. 

b. Steel straightedge. — For trimming large prints, either wet or 
dry, a steel straightedge and a sharp knife or razor blade for cutting 
are used. To prevent dulling the blade, a soft metal medium such as 
a sheet of zbic should be pla(^ under ilie catting edge. The print 
should be marked at ewck end with a pencil dot to guide l^e placing 
of ihB straightedge. 

o. Metal foTTii. — A metal form is used when it is desired that 
trimmed prints be oval or circular in shape. The form, usually brass, 
must be caref uUy cut or machined to the required size. A special 
cutting iixstFomeiiit is osed^ oo^tslsting of a ds^opened steel wheel 
which is inoonted in a s^i'ral on tiie e(Qd of a handlei. It k essential 
tiiat the form be securely held in position while the cutting wheal is 
being moved around the circumference of the form. 
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306. Purpose. — Photographs are mounted to improve their ap- 
pearance and to assist in their promotion. Their appearance is 
iaIutQoed caily irbm the print is properly ^wsed on a mount at 
ptoj^ edbr, teidbamt and aiM. The pemiftiieiiiiy of the pbotqgraph 
is assured only when the matonal used for the mount is chemically 
pure and the adheaiTe used is one which will not, in time, stain tb« 
mount or print. 

307. materials used. — Cardboard is the material most often used 
for mounts. Since ordinary cardboard oftsiK oontajiis eheaast^ 
which are injurious to photographs, the cardboard used should be a 
type manufactured especially for mounting photographs. Photo- 
graphs are also mounted on paper, cloth, glass, wood, and metals. 

308. Cardboard mounts. — a. Color. — The color of the mount 
should harmonize with the color of the print. Black and white prints 
are TOuaUy mounted on gray mounts, but blade or white mounts are 
also sttitalilB. However, black mounts are unattractive and white 
mounts are undesirable because they are easily soiled. Prints made 
cn buff or cream paper appear well on buff or cream-colored mounts. 
Thb applies to both black and white prints and to those which haye 
hum sepia-tcmed. Or^narily sepia prints axe mounts on brown- or 
tan-colored mounts. A popular color for a mount is caHed %eafars^'' 
which is suitable for either black and white, or for sepia prints. 

6. TeiBture. — ^The texture of the mount and print should harmonize. 
For example, it would not be correct to mount a print having a smooth 
or glossy surface on a mount having a rough texture, nor could a 
print having a rough surface be correctly mounted on a smoel^ 

e: Orvriameviiation. — Many manufactured mofmote are highly deco- 
rated with lines and scrolls. These decorations are usually embossed 
in silver on mounts for bladk and white prints and in gold when the 
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mount is to be used for sepia prints. Mounts often are finished with 
bi^pM or tteddbd edges. WMle « eert^ apmyiuii of deeocirtif^ 
momt will often iBip»mi its a^peannee, too much otnameittaticat 
will detract attention from the photograph. 

d. Size, — (1) While there is considerable latitude allowable in the 
size of mounts in relation to the size of the print, there are certain rules 
which ordinarily apply and good judgment must be used. 

(2) The mount dioold be large enough to bakince and to appw 
as amply supporting the photograph. If the mooi^ is too amallt 

i the impression' of skimpiness is given; if the mount is too Iftrg^ 
I it belittles the print and the print appears as lost. 

(3) While no definite rules can be given, a print 5 by 7 inches may 
'■ be placed on a mount 8 by 10 inches in size. This will give a 1^-inch 
: bolder. An 8- fay lO-inch print dionld have not km tluui a 

border, and usually will appear better if monnted with a 2-indi border. 
Prints 16 by 20 inches should have at least a 2-inch border, but oftm 
i a 3-inch border will give a better effect. 

(4) Wider borders can be used if the borders are broken up with 
lineS} scrolls, or clQmt emboaoag. 

«. Spaemff of prints. — (1) 1^ correct apadng of » print on a niouiii 
is of eztreiiM importauoe, particnlarly if wide borders smroond the 
print 

(2) The ideal spacing is to have equal margins on the sides, a trifle 
wider margin at the top, and a still wider margin at the bottom. An 
example of the aboro spacing is mounting vertically a 7- by 
indi print on a 11- fay 14-inc3i mount The spacing should be 2 inches 
m each side, 214 inches at the top, and 2^ inches at the bottom. 

(3) The above rules for the spacing of prints on mounts apply 
equally to prints which are mounted vertically or horizontally. When 
the margins of the mount at tiie top and bottom of the print are 
(qiial, tiie bottom mai|^ will appear narrows |^?ing the impresnmi 
^t the print is idipping from the mount For iSIm reoiwiQ, the lower 
margin of the mount is usually wider. However, when the margins 
of the mount are narrow, it is permissible to o^ter the print on the 
mount. 

(4) Many prints, especially enlargements, am trimmed so tliat tiw 
bottcon border is wider than those of tiie sides or top. When suc^ 
prints are mounted, proportionato spacing should be used whm 
afibdng the print to the mount. 

309. Adheslves. — While there are many substances which may 
be used as adhesives for mounting photographs, they may be classi- 
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fied as photo paste, glue or mucilage, rubber cement, gum arabic, and 
dry mounting tissue. 

0. Fhoto paste is a white {Misto of vhidi doctrine is the chief in- 
gredient. It is very similar to librwy paste. Under this heading 
may be included flour and siardi pasie, as it is applied ^milarly imd 
used for identical purposes. 

b. Glue or mucilage is manufactured respectively from animal and 
TC^ietable products. I^ese two adhesives are seldian used for mount* 
ii% ph<M»graphs raeept ftnr what is known as tiie '^tipping on" 
method. This means that the edge of the print only is fastened to 
tlie m<Hmt by applying a eanall amount of adhesive to tlie edge of ih& 
print, 

c. Bubber cement is composed of xmvuleanized rubber which has 
been dissolved in benzoie. When two snrfoces bx^ eoated witii Him 
adhesive md placed in contact viih. eaeh othw, ttm sabstanee has 

^at adhesive powus, 

d. Gum arabic is mostly used for mounting mosaic prints. This 
adhesive is made by dissolving gum arabic (gum acacia) in water. 
The consistency of the solution is regulated by adding glycerin. Fer- 
mentation is avoided by adding s^^Ib add. 

e. Drymomiting tissue is in the fonn of sheets. It is manufactured 
by coating extremely thin tissue paper with shellac. When heat is 
applied to the tissue it becomes tacky, and when cooled is bxi esceUent 
and permanent adhesive. 

310. Use of photo paste. — Photo paste has dmdvwQtages since 
it occasionaUy seeps out at the et^es of ^ print and stains the 
mount, or the edges of the print fail to adhere to the mount. When 
photo paste is used, the following directions apply : Trim the prints 
to the desired size. Immerse in a tray of clean water, allowing them 
to soak long enough to become entirely limp. Remove them to a 
good-^sized piece of dean glass or to a ferrotype plate, placing them 
in a pUe^ face dawn. Cover them with a piece of blotting paper and 
with a print roller or sque^ee, press all surplus water from the pile. 
Then, with a good bristle brush about 1 inch in width and preferably 
one with hairs set in rubber, apply a thin even coating of the photo 
paste over the back of the uppermost print. It is immaterial, in the 
application of thib paste to the top print, timt it reach the baclffi of the 
uncterlying prints. Lift the print, turn it over, sxd lower it into place 
on the mount, holding it by diagonally opposite comers in a U-shape 
so that the middle comes into contact with the mount first. When the 
raids of the print are lowered, air will be exduded from between the 
print and the moni^ When lifting ^ pasted |irint from top of 
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the pile, it should be touched as little as possible with the fingers. To 
place the print on the desired portion of the mount, use a. guide which 
oonsists of a nuisk the size of the mount in which an aperture has been 
0^ This apertiUB should be in the correct position relative to Iha 
{oM axtd g^^^f larger than the print. As soon as the print has 
been laid iip<m the moimt, lift the guide and place it to one sids and 
then carefully and gently press the print into contact with the mount, 
using the fingers, a damp sponge, or a tuft of raw cotton, and working 
from the center outward so as to dispel any air from between the print 
mi Hie nionnt. Benuive any pasto fxam ^s $miac^ of the print. 
Ilien, iralh the print rollfir, roll into more perfect contaet, at the suns 
time removing with a piece of cotton any piete that may seep out 
from the edges. When the surface of the print is dry enough to 
cease to be sticky, place the print under weight or pressure until the 
paste is thoroughly dry so as to prevent the curling or waging of the 
mount. To insure that the pxmt i^icks i»rap6riy to the nicmnl»&t, the 
paste must be worked into the paper thoroughly and tiw edges and 
comers of the print well-pasted. The thinner the paper, the more 
easily it can be attached to the mount. Success in mounting double- 
weiglit paper demands that the paste have excellent adhesive qualities, 
that the print be properly damp^ed, tiwt the jgrns^ be foUy 
worked into the dampened «md thiui opm pores of paper. 

311. Hoimtinsr with nilili^ cement. — a. Advmtaffes^ — Thead- 
rantages of rubber cement as an adhesive are : 

(1) It works well in motmting either single- weij^t or double- 
weight prints. 

(2) Ferrotyped prints can be mounted without loss of ^oss. 

^) It is efficient for any tmnpfmxy mmoAk^ stich ss to hxM a 
print flat for copying or for temporarily mounting a print on or be- 
side another print for copying. 

h. Disadvantages. — ^The disadvantages of rubber cement as an 
adhesive am: 

(1) It is mesi^ to me. 

(2) It is not very permanent. 

(3) Sometimes it wiU stain both print and momit. 

(4) Being inflammable, it is a fire hazard. 

c. Directions for use. — layer of cement is applied to both the back 
of tiie print and to the tmshm of Warn moimt on wl^ the print is to 
bepibMSOd. If tib&mB£^3aisof 1i(S moim[twM^c& 

not too wide, it is advisable to cover the entire surface with the 
cement. The cement should be applied quickly and uniformly by 
means of brush or fingers. When the cement is dry, the print is phiced 
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on the mount by placing one edge of the print in the exact position on 
the mount which it is to occupy. When it is dvidimt th&t thiB spacing 
is correct, the remainder of tlie print is lowered and the oomptete print 
tiben pressed into close contact with a print roller. Any adhesive OH 
the surface of the print or on the edges of the mount should be imme- 
diately removed by brushing with a cloth. The following pre- 
cautions should be ol^rved when using rubber cement in mounting : 

(1) TUhe oofttli^ of eeament applied mnM; be sufficiwtly dry befom 
ptint is plao^ on the momit. Two or tliree minutes are umially 

sufficient, but a longer time wiQ do no harm. 

(2) The print must be placed at the first attempt in the exact posi- 
tion it is to occupy on the mount since it is impossible to shift it 
after the two surfaces of rubber cement have contacted each other. 
Wh^ necessary to change its position, the print must be taken from 
the mount and the cement removed from both the print and the 
moimt, after which they must both be recoated. When mounting 
lai^ prints, a piece of paper can be laid over all the mount except 
the area where the first edge of the print is placed. The paper can be 
slowly withdrawn, the print being pressed in close contact with the 
areas bared as the paper ^ wl^idrawn. 

(3) The container in which rubber cement is plac^ should be kept 
tightly closed to prevent the evaporation of the solvent. When too 
thick, rubber cement can be thinned by the addition of benzene. Since 
rubber cement is explosive, it must be p]x>tected from fire hazards. 

31SS. TTso of glue tuad mucilage.--6lue and mucilage are seldom 
used in mounting except for fastenii^ prints to mounts by tibe "tipping 
on" or "tacking" method. Even Uiis method is practical only for 
double- weight prints since single- weight prints mounted in this man- 
ner are likely to pucker where the adhesive is applied. 

313. Use of gum arable. — solution of gum arabic and water is 
sometimes referred to m gum arabic mucilage. It is generally used 
in au ^tirdy different manner from ^ue and (richer mudlages. 0um 
arabic is seldom used in mounting except in laying mosaic maps. Its 
slow-setting properties and strong adhesive power after it has dried 
makes it most desirable for this type of work. Prints must be thor- 
oughly fixed and washed, otherwise this adhesive may stain the prints 
yellow. 

314. Disadwntages of liquid adh.esives. — The use of liquid 

adhesives in mounting photographs is a sticky operation. The wet- 
ting of the prints, which this method requires, produces a surprising 
amount of expansion in the paper support of the print and this often 
upsets previous calculations made to place the print exactly in a cer- 
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tain position on the mount. The result of this expansion is a contrac- 
tion of the print when drying, which is strong enough to warp even a 
heavy cardboard mount. While rubber cement may be applied to a 
d]7 piinl^ it is iioi a mUkfyu^boxj teh^^m ol tllft mami^ paMm iS 
ft print coated wiili it nmst be lometeA vmd^fy into poei^^ m ^ 
mount, and errors cannot be corrected aftenraid by moving it abont 
even slightly. In time, the rubber in the cement hardens and dia^ 
integrates. The print then becomes detached from the mount. 

315. Dry mounting. — a. Advantages.-— The process of dry 
ttoimtii^ o^raanomes ^ diflkultles of t^ Dry moant- 

ing tissue is inserted between the print and the mount, and upon pre0> 
sure of a hot iron, the heat liquefies the tissue sufficiently to secure the 
adhesion of the print to the mount. The advantages of this process, 
when compared with the use of liquid mountants, are obvious. Prints 
can be mounted dry wi^out consequent curliqg. 

1^^ Teehmiqm. — ^The main piece of equipment used in dry mounting 
is the dry mounting press of suitable size, which is electrically heated 
(fig. 73). If this is not available, a heated flatiron may be used, but 
this method is not practical when a large number of prints are to be 
mounted. Included with the press is an electrically heated tacking 
iron which closely resemfaitoB a soldering inm (fig. 72) . Dry mounting 
tiasno ia furnished in pai&iiges of eheeta cut to sises corresponding 
vnth. thoes of photographle paper. To use the tissue, phce the print 
to be mounted face down and tack a sheet of the tissue on the back 
of the print. This piece of tissue should be of the same size as the 
print} preferably a little larger if the print is untrimmed. The tis- 
sue adheres to the ba^ of the print by applying the point of the heated 
tac&ix^ mm car the pcwnt of a fisticon. The hot iron should be drawn 
a short distance across the print to give the tissue a firm hold. When 
mounting prints larger than 8 by 10 inches, they should be tacked 
in several placea This will hold the tissue in place so that a numbw 
of prints can be prepared in advance for mounting. The tacking iron 
will retoin an even tempnature. Hie flatiron should be jnst hot 
enoi^ to sizzle when touched with a iret finger. If the inm is not 
hot enough, the tissue will stick to it. Turn the print face up and 
trim both the print and the tissue to tJie same size. This is facili- 
tated when the prints are flat. Place the print in predetermined posi- 
m the nio«uit, tt&» ma end, and tedc tin tidsae in plaoe on ^ 
nuMiai wMle homing tlie print in jj^Utoe iiith the left hand as in figure 
72. Tliis "tipping on" of the print to tiie mount is to prevent the 
slipping of the print when the complete contact of the print with the 
mount is being efiected. The final operation may be performed either 
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with a flatiron or in the dry mounting press. When a flatiron is 
used, cover the print with a piece of smooth paper, tlien press the 
whole matfym w^ the heated itm, Ptm, d& mt niib, H» f^tSiksm. 
should be ttfe the same temperature as when used im taddng. If the 
iron is too hot, the tissue will stick to the mount. If it is not hot 
enough, it will stick to the print. When the dry mounting press is 
used, place the print on the bed of the press and cover with a sheet 
of cardboard. Frees the platen into contact and allow the print to 
leinain in tiii pmm lor 211 to 80 msx3&&A$* Sima^ ms^ priiit» may 
be plaisgd side by side in the> pi-esg bttt Wl top of one another. 
The temperature at which the dry mounting press should be used 
is readily determined by the manner in which the tissue is aflfected. 
With too little heat, the tissue will not stick. Too much heat will 
cranpletely melt the tisnie and the print wiU curl from the mount 
when remofied frmn the "ptvm, m ^Sm exeeas he«t ^mms^ tibe thssssm 
from setting. The print may be placed in the press again, however, 
with an extra piece of cardboard over it, and it will be mounted per- 
fectly. The ext ra cardboard will reduce the heat and the tissue will 
then stick. A good rule by which tlie press may be brought to the 
mc!^f^ tcsnp^ti^teire aod mnain so is to turn the c^imnt <m "\im^ 
for @P li^tttes before it^ to be used. It will then retain tlie proper 
teiX^dliiture. The correct time that the print sliould remain in the 
press is quickly leanied by experience and the operator can readily 
plan tlie work so that prints may be in the press while others are 
being prepare4 I*rmte hs^iat thim ^ proas aie ee^Mj moanted by 
maMog seroral im{n«eidoits m that aU portions oef &tm pichii xeeeiTe m 
equal application of heat and pressnre, in which case the cardboard 
should be 1 inch larger each way than the press to avoid pressure 
lines. 
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FiauKG 73. — Dry mounting press. 



c. FoMnres. — (1) The datapn^ of mounts, or prints, is responsible 
for frequent failures in dry mounting. If the prints are damp, the 
gelatin will melt from the heat of the press and the emulsion sur- 
face will become sticky, while if the mount is damp, tlie heat of the 
pisds danae it fo waxp. Airon (fig. 72). Dry mounting 
tissue is furnished in packages of sheets cut to sizes corresponding 
with those of photographic paper. To use the tissue, place the print 
to be mounted face down and tack a sheet of the tissue on the back 
of the print. This piece of tissue should be of the same size as the 
print, preferably a little larger if the print is untrimmed. The tis- 
sue adheres to the back of the print by applying the point of the heated 
tacking iron or the point of a flatiron. The hot iron should be drawn 
a short distance across the print to give the tissue a firm hold. When 
mounting prints larger than 8 by 10 inches, they should be tacked 
in several places. This will hold the tissue in place so that a number 
of prints can be prepared in advance for mounting. The tacking iron 
will retain an even temperature. The flatiron should be just hot 
enough to sizzle when touched with a wet finger. If the iron is not 
hot enough, the tissue will stick to it. Turn the print face up and 
trim both the print and the tissue to the same size. This is facili- 
tated when the prints are flat. Place the print in predetermined posi- 
tion on the mount, raise one end, and tack the tissue in place on the 
mount while holding the print in place with the left hand as in figure 
72. This “tipping on” of the print to the mount is to prevent the 
slipping of the print when the complete contact of the print with the 
mount is being effected. The final operation may be performed either 
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with a flatiron or in the dry mounting press. When a flatiron is 
used, cover the print with a piece of smooth paper, then press the 
whole surface with the heated iron. Press , do not rub. The flatiron 
should be at the same temperature as when used for tacking. If the 
iron is too hot, the tissue will stick to the mount. If it is not hot 
enough, it will stick to the print. When the dry mounting press is 
used, place the print on the bed of the press and cover with a sheet 
of cardboard. Press the platen into contact and allow the print to 
remain in the press for 25 to 30 seconds. Several small prints may 
be placed side by side in the press but not on top of one another. 
The temperature at which the dry mounting press should be used 
is readily determined by the manner in which the tissue is affected. 
With too little heat, the tissue will not stick. Too much heat will 
completely melt the tissue and the print will curl from the mount 
when removed from the press, as the excess heat prevents the tissue 
from setting. The print may be placed in the press again, however, 
with an extra piece of cardboard over it, and it will be mounted per- 
fectly. The extra cardboard will reduce the heat and the tissue will 
then stick. A good rule by which the press may be brought to the 
correct temperature and remain so is to turn the current on “low” 
for 20 minutes before it is to be used. It will then retain the proper 
temperature. The correct time that the print should remain in the 
press is quickly learned by experience and the operator can readily 
plan the work so that prints may be in the press w r hile others are 
being prepared. Prints larger than the press are easily mounted by 
making several impressions so that all portions of the print receive an 
equal application of heat and pressure, in which case the cardboard 
should be 1 inch larger each way than the press to avoid pressure 
lines. 




Figube 72. — Dry mounting tacking iron. 
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Figcre 73. — Dry mounting press. 



c. Failures. — (1) The dampness of mounts, or prints, is responsible 
for frequent failures in dry mounting. If the prints are damp, the 
gelatin will melt from the heat of the press and the emulsion sur- 
face will become sticky, while if the mount is damp, the heat of the 
press will cause it to warp. A print somewhat damp will also con- 
tract in the hot press, but the tissue will be unaffected and the result 
will be a narrow border of the tissue around the edges of the pic- 
ture. If the finished result does not lie flat, the cause is generally 
due to the use of a mount that is both too damp and of spongy 
quality. The obvious remedy is to keep prints and mounts in a warm 
dry place an hour or two before beginning mounting operations, 
spreading the prints and mounts on a table, or otherwise exposing 
them freely to warm dry air. 

(2) The failure of prints to stick is usually due to the fact that 
the temperature of the press is too low. About 150° F. is proper for 
prints on single- weight paper and 180° to 190° F. for those on heavier 
paper. If the press is heated from above, the platen is on top, then 
the mount face up, and the cardboard at the bottom. The incorrect 
placing of these items may mean lower effective temperature, since 
the cardboard is a poor conductor of heat. 

(3) If the temperature of the press is 250° F. or over, the tissue 
remains in a melted state for some seconds after the mount is removed 
from the press and the print is likely to become detached from the 
mount when cool. 

(4) Prints on double- weight paper may not adhere firmly to the 
mount due to the gelatin surface contracting in the press and 
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causing the print to curl away from the mount during the few 
moments while the tissue has not perfectly set on removal from the 
press. The remedy is to relax pressure just enough to keep the tissue 
in contact with both surfaces while it cools. 

Section VI 



PRINT DEFECTS 

Paragraph 

Abrasion marks or streaks 318 

Air bells 317 

Bad definition; blurred spots 318 

Blisters 319 

Blurred print 320 

Brown spots and stains 321 

Fading tendency 322 

Finger marks 323 

Flatness 324 

Fog 325 

Freaks 328 

Frilling 327 

Grayish or granular appearance of borders of print 328 

Greenish-brown tones 329 

Muddy tones 330 

Prints too dark 331 

Prints too light 332 

Purple discoloration 333 

Uneven development 334 

Uneven fixation 335 

Weak prints 330 

White deposit on surface of print 337 

Spots (white) 338 

Spots (black) __ _ 339 

Yellow stains (sometimes brownish-yellow) 340 



316. Abrasion marks or streaks. — a. Cause . — Friction on the 
emulsion of the paper due to improper storage or handling. 

b. Remedy . — Sensitized photographic paper should always be han- 
dled with the utmost care. When cutting large sheets of sensitized 
paper to smaller sizes, place two sheets at a time, emulsion to emul- 
sion, thereby protecting the sensitized surfaces from contact with 
the paper cutter. When removing a sheet of sensitized paper from 
the container, draw the sheet slowly with a slight upward pull. 
The paper should be kept on edge in a cool, dry storage place and 
never handled roughly. The addition of a small amount of potas- 
sium iodide to the developer (not exceeding one-eighth of a grain 
to each ounce of working solution) will generally eliminate abrasions. 
Use potassium iodide only when necessary. 
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317. Air bells. — a. Cause. — If bubbles of air form on the surface 
of the print during development thus preventing the solution from 
reaching the emulsion covered by them, white spots will result 
if the bubbles are formed in the developer, and discolored spots if 
formed in the fixing bath. 

b. Remedy. — Immerse the sheet of paper in the developer with a 
sliding movement, emulsion side up, as quickly and as evenly as 
possible. Always have plenty of developer in the tray. Never 
develop or fix a print emulsion side down. 

318. Bad definition; blurred spots. — a. Causes. — (1) Negative 
and paper not in perfect contact. 

(2) In projection printing, bad definition can be caused by poor 
focusing, vibration, or excessive magnification. 

b. Remedy. — (1) If the printing machine is fitted with a pneumatic 
lid or top, the air cushion must be sufficiently inflated. The air 
cushion should not be so inflated as to require undue pressure on 
the handle when making the contact. If the printer top is con- 
structed with a felt or sponge rubber facing, the hinge must be 
adjusted to insure even pressure on the printer glass when the top is 
in printing position. 

(2) Check focusing, make enlarger more stable or eliminate 
vibrations; do not enlarge negatives excessively. 

319. Blisters. — a. Causes. — Anything that will cause a slight rup- 
ture of the emulsion surface may result in the formation of a blister. 

(1) Softening of the emulsion caused by insufficient hardener in 
the fixing bath, thus allowing the gelatin to become separated from 
its paper base. 

(2) Too great a change in temperature between the different proc- 
essing baths. 

(3) Allowing water to run directly on the print from the faucet 
with excessive force. 

b. Remedy. — Do not allow water from a faucet to be directed on 
any one spot of the print. Use a correctly prepared acid hardening 
fixing bath. It is good practice to use two fixing baths, one to do the 
preliminary fixation and one fresh or slightly used to finish the 
process. Keep all solutions and water as nearly even in temperature 
as possible. 

320. Blurred print. — <a. Cause. — A print made from the back of 
a film negative will be slightly blurred. If only the edges of the 
print are blurred, the printing mask is too thick, thereby preventing 
proper contact between negative and sensitized paper. 
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b. Remedy . — The emulsion side of the negative must always be 
in perfect contact with the emulsion side of the sensitized paper, 
otherwise there will be a lack of sharp definition in the print and a 
reversal of direction in the subject, as between right and left. The 
material used for masking the negative should be thin black paper. 

321. Brown spots and stains. — a. Causes. — (1) Rust from any 
cause coming into contact with the emulsion surface. 

(2) Chemical dust in the laboratory settling on the surface of the 
paper. 

(3) Rusting equipment used in processing. 

(4) Exhausted or oxidized developer. 

(5) Developing action being allowed to continue after it should 
be stopped. 

(6) Weak acid content in fixing bath. 

(7) Removing prints from developer and handling them too much 
before the developing action is stopped. 

(8) Not using acid short stop or insufficient rinsing in water 
between development and fixation. 

b. Remedy. — Obvious. 

322. Fading tendency. — a. Causes. — (1) Incomplete fixation, 
resulting in light affecting the silver halide which has not been 
entirely removed from the emulsion. 

(2) Prolonged immersion in a fixing bath that is nearing exhaustion 
and has become overcharged with silver. 

(3) Insufficient washing, permitting hypo to remain in the emul- 
sion. This action is gradual, but will be hastened in a damp climate. 

(4) Using an overworked fixing bath makes it extremely difficult 
to wash prints free from hypo and other undesirable compounds. 

b. Remedy. — (1) Allow prints to remain immersed in a fresh fixing 
bath at 65° F. for 5 to 7 minutes, for the first dozen 8- by 10-inch 
prints or equivalent in other sizes. From that point on, the fixing 
period should be advanced proportionately to 10 minutes until approx- 
imately fifty 8- by 10-inch prints have been fixed and then to 15 min- 
utes until one hundred have been processed. This applies to 1 gallon 
of standard formula acid fixing bath. When the stated number of 
prints have been fixed in the bath, it should be discarded. The prints 
should be moved around in the bath sufficiently .to insure that the 
solution comes into contact with the entire surface of each print. 

(2) Prolonged immersion of prints in a fixing bath which is near- 
ing exhaustion will result in the paper stock and emulsion absorbing 
some of the complex silver thiosulfates from the bath. Such com- 
pounds are very difficult to remove by washing and if not removed 
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may cause fading or staining of the print. The insertion of the 
print in a fresh hypo bath for about 5 minutes prior to washing 
will assist in the removal of these troublesome compounds. 

(3) Wash prints longer according to the prescribed methods and 
use an adequate hypo test. 

(4) Never overload a fixing bath with a larger number of prints 
than the bath can properly fix. 

323. Finger marks. — a. Cause. — Wet, moist, or chemically con- 
taminated fingers. 

b. Remedy. — Handle all sensitized emulsions with dry, clean hands 
and never touch the surface of the emulsion. Great care should 
be taken to rinse the hands thoroughly so as to free them from any 
of the fixing bath or of any other chemicals with which they may 
have come into contact. 

324. Flatness. — a. Causes. — (1) Use of wrong grade of paper for 
the particular negative. The print has a dull gray appearance 
over its entire surface, showing insufficient distinction between tones. 

(2) Overexposure and underdevelopment. 

b. Remedy. — Change to a grade of paper that will give a greater 
degree of contrast. 

325. Fog. — a. Causes. — (1) Using a safelight, the light of which 
is actinic to the emulsion. 

(2) Light-struck paper. 

(3) Paper that has passed the expiration date of the emulsion. 

(4) Paper improperly stored, so that the container in which it 
is packed has been exposed to chemical or paint fumes. 

(5) Prolonged development beyond the specified time. This prac- 
tice is known as forcing resulting in a reduction of the silver halide 
not affected by light during the exposure. 

(6) Improperly prepared developer, such as impure chemicals, 
insufficient potassium bromide, etc. 

b. Remedy. — (1) Test safelight. See that safelight is not closer 
than the working distance for which it is intended. Do not un- 
necessarily expose the paper for too long a time to safelight. 

(2) Keep unexposed paper in light-proof container in the presence 
of white light. While printing, remove only the sheet of paper re- 
quired for use, from the container. Do not remove paper from its 
wrapping, slit one end and use this as an envelope. 

(3) Paper that is appreciably past its expiration date should be 
discarded. 

(4) Keep all stored emulsions free from the fumes of chemicals, 
fresh paint, and the penetrating action of X-rays. 
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(5) Avoid wasting time by prolonging or forcing development of 
an underexposed print 

(6) Mix developers carefully. Store chemicals in a cool dry 
place, discard deteriorated chemicals, use chemicals of standard and 
known purity and see that the weighing scale is in balance. 

326. Freaks. — a. Cause. — Uneven development. Developer too 
warm, too weak, or working solution not thoroughly mixed. 

b. Remedy. — Keep print moving during development usually by 
rocking the tray with an irregular motion. Maintain the correct 
working temperature of the developer. Developer loses its strength 
with use ; do not overwork it When the solution becomes cloudy or 
turns a brownish color, discard it Mix the working solution thor- 
oughly by stirring the stock solution in the correct amount of water. 
Ripen all fresh working developer either by developing three or four 
sheets of exposed paper or retaining 25 percent of used developer to 
mix with the fresh bath. 

327. Frilling. — When an emulsion becomes loosened (generally 
at the edges) from its supporting base, the curling back effect pro- , 
duced is termed “frilling.” 

• a. Carnes. — (1) Careless handling. 

(2) Solutions too warm. 

(3) Fixing bath weak or lacking a sufficient amount of acid 
hardener. 

b. Remedy. — (1) Do not unnecessarily handle the prints while in 
the developer. Grasp the print only by its edge when removing it 
from the developer. 

(2) Maintain all solutions at correct temperature. If extremes of 
temperature are encountered, place the working developer tray in a 
water bath. 

(3) It is important that the fixing bath is in proper condition and 
contains sufficient acid hardener. The simplest method of maintain- 
ing proper fixation is to use two fixing baths as previously explained. 

328. Grayish or granular appearance of borders of print. — a. 
Causes. — (1) Underexposure and forced development. 

(2) Old or expired paper. 

(3) Moisture. 

(4) Chemical fumes. 

(5) Light fog. 

(6) Insufficient amount of potassium bromide in the developer. 

b. Remedy. — (1) Expose print so that it will develop to the proper 
density in the stipulated time. 

(2) Discard paper which is long past expiration date. 
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(3) If paper is kept in block form, moisture present will affect the 
edges first. Keep unused paper in container and in the moisture-proof 
wrapping as packed by the manufacturer. 

(4) Have only supplies of paper required for immediate use in the 
laboratory. Sensitized paper is particularly affected by sodium 
sulfide and turpentine fumes. 

(5) Be sure paper is properly protected before turning on white 
lights. 

(6) The amount of potassium bromide in formula used must never 
be less than that prescribed. 

329. Greenish-brown tones. — a. Causes. — (1) Exhausted de- 
veloper. 

(2) Developer diluted too much, 
i (3) Too low a temperature of developer. 

(4) Overexposure and underdevelopment. 

(5) Excessive amount of potassium bromide, or anything that 
retards action of the developer. 

(6) Contamination of developer, usually from hypo. 

(7) Acid in the developer. 

b. Remedy. — (1) Do not develop a larger number of prints than 
the amount of the developer will handle properly. For example, 
when using 48 ounces of working developer for 8- by 10-inch prints, 
examine prints carefully after the first 12 have been put through, for 
change in tone. The first and last print developed should be carefully 
compared in daylight. 

(2) Use only the dilution of working developer that the stock solu- 
tion calls for. When the regular dilution does not produce pure 
black tones, it is due to error in mixing the stock solution or use of 
impure chemicals. In such instances, the working developer should 
be strengthened or a fresh batch of stock solution correctly mixed. 

(3) Maintain correct working temperature of solutions. A low 
temperature has a retarding action on the developing process. If 
the development time is 1 minute at normal temperature, more devel- 
opment must be given if the temperature of the developer is below 
normal to bring the print to the desired density. 

(4) Both correct exposure and correct development are essential 
in producing satisfactory results. 

(5) Too much bromide in developer. An insufficient amount of 
carbonate, a cold or weak developer or anything that tends to retard 
the action of the developer, will produce unsatisfactory tones. When 
the formula for the working developer solution calls for additional 

1 potassium bromide, as in the processing of some bromide and bromo- 

247 



1 



Digitized by Google 



Original from 

UNIVERSITY OF CALIFORNIA 




TM 1-219 

329-333 



AIR CORPS 



chloride papers, the excess potassium bromide is usually added in drops 
from a saturated solution of this chemical at the time the working 
solution is prepared. 

(6) If the hands have come into contact with the hypo fixing bath, 
care must be exercised that the developer is not contaminated from this 
source. 

(7) Acid is also a form of contamination that must be kept out of 
the developer. 

330. Muddy tones. — a. Causes. — (1) Overexposure. 

(2) Insufficient development. 

(3) Dampness. 

(4) Exposure of paper to chemical fumes. 

b. Remedy. — (1) Determine exposure after test and time accurately. 

(2) Develop print for correct time. Generally, if the development 
of the print is carried beyond the stipulated time, the colder will be 
the tone. Eventually, prolonged development will produce chemical 
fog. 

(3) Store paper in cool dry place. 

(4) Keep supply free from chemical fumes. 

331. Prints too dark. — a. Causes. — (1) Overexposure. 

(2) Overdevelopment. 

(3) Overexposure and overdevelopment. 

(4) Insufficient bromide in developer resulting in too rapid 
development. 

(5) Wrong grade of paper for the degree of contrast in the negative. 

b. Remedy . — When cause has been determined, the remedy will be 

self-evident. 

332. Prints too light. — a . Causes. — (1) Underexposure. 

(2) Underdevelopment. 

(3) Underexposure and underdevelopment. 

(4) Paper selected is not within gradation scale of the negative. 

b. Remedy. — Determine cause and make new print. 

333. Purple discoloration. — a. Causes. — (1) Improper fixation. 

(2) Failure to move prints sufficiently during first 2 minutes in fix- 
ing bath. 

(3) Not completely immersing prints in fixing bath. 

(4) Allowing prints to float, emulsion side up, on top of the fixing 
bath. 

b. Remedy. — On completion of development, remove surplus de- 
veloper from print quickly but thoroughly in a plain or an acid rinse 
bath. Immerse print completely in the fixing bath. Keep all prints 
in motion for the first few minutes in the fixing bath. Do not allow 
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prints to float emulsion side up on top of bath. After the first few 
minutes, the prints may be turned over (emulsion side down) provided 
no air bubbles remain caught on the emulsion surface. 

334. Uneven development. — a. Causes. — (1) Improper immer- 
sion of print in the developer. 

(2) Developer not continuously agitated. 

b. Remedy. — (1) Immerse the exposed paper entirely and quickly 
in the developer. 

(2) Keep print immersed and rock tray with an irregular motion 
during the entire development time. 

335. Uneven fixation. — a. Causes. — (1) Failure to move prints 
frequently while in the fixing bath. 

(2) Prints sticking together. 

(3) Air bells on surface of print (rare). 

(4) Prints floating on surface of fixing bath. 

b. Remedy. — (1) Move prints frequently to insure chemical action 
on all areas of the emulsion surface. 

(2) Keep prints separated in fixing bath, especially during first 
few minutes. 

(3) Avoid any handling which might cause air bells. 

(4) Parts of a print floating on the surface will generally be exposed 
to the air, in which case the exposed part will not receive the full action 
of the fixing bath. 

336. Weak prints. — a. Causes. — (1) Underexposure. 

(2) Bleaching. Most noticeable in highlights. 

b. Remedy. — (1) Make new print giving more exposure. 

(2) Fix prints for specified time. Prints will bleach in the fixing 
bath if fixation is prolonged beyond the correct time. 

337. White deposit on surface of print. — a. Came. — If the fix- 
ing bath shows a milky appearance, it has become sulfurized and is 
useless, showing a white deposit on the surface of the print. 

b. Remedy. — Prepare fresh fixing bath, correctly using chemicals 
of known quality and purity. 

338. Spots (white). — a. Causes. — (1) Small irregular spots 
caused by particles of dust, dirt, or fragments of paper from the 
edges of the sensitized stock adhering to the negative will leave white 
spots on the print. 

(2) Dust or dirt on the glass top of the printer. 

(3) Air bells. 

b. Remedy. — (1) Keep negative clean. Remove particles by tap- 
ping or blowing. If the negative is wiped or brushed, it will become 
electrified and attract small objects to its surface. 

249 



Digitized by Google 



Original from 

UNIVERSITY OF CALIFORNIA 




TM 1-219 

338—340 



AIR CORPS 



(2) Keep printer top glass clean. 

(3) For air bells, as described in paragraph 317. 

(4) Remove any remaining white spots on prints by retouching and 
spotting process. 

339. Spots (black) . — a. Cause. — Print made from negative that 
has unretouched pinholes. 

b. Remedy. — Spot out pinholes in the negative before printing. 
The black spots may be bleached out of the print by applying a small 
amount of tincture of iodine applied with a fine brush or sharp- 
pointed stick of wood, after which the print is placed in fixing bath 
for a few minutes and then washed. The black spot is changed to a 
white spot which may be retouched in the usual manner. 

340. Yellow stains (sometimes brownish -yellow) .—a 

Causes. — (1) Weak or exhausted fixing bath not properly stopping 
action of the developer. 

(2) Weak or oxidized developer, or forcing development will fre- 
quently produce yellow oxidation stains. 

(3) Failure to rinse prints properly between development and fixa- 
tion will generally cause stains by allowing the surplus developer to 
continue its action in the fixing bath. 

(4) Uncleanliness, poor processing methods, causing the developing 
solution to become contaminated. 

(5) Hypo carried into the developer will result in a retarded action 
causing stains similar in appearance to forcing the print. It will also 
degrade the whites as well as other tones. 

(6) Insufficient washing. The permanency of good print tones is 
mostly dependent upon the complete removal of all chemicals in the 
final washing, thus preventing the yellow fading tendency. 

(7) Examining a print by white light before being fixed sufficiently 
to prevent further reduction of the silver halide. 

(8) Prolonged exposure of a print in the humid salty atmosphere 
of the ocean. 

b. Remedy. — Obvious. 
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Chapter 11 
COPYING 

Paragraphs 



Secti-ionI. Genetral 341-342 

II. Mosaic copying 343-349 

III. Camera 350-353 

IV. Technique 354-357 



Section I 
GENERAL 

Paragraph 



Definition 341 

Necessity 342 



341. Definition. — The term “copying” as used in photography 
means the photographing of another photograph, a drawing, map, 
or similar flat object. 

342. Necessity. — An original negative may not be available, thus 
necessitating the making of a new negative from a print. 

Section II 

MOSAIC COPYING 

Paragraph 



General 343 

Original print and emulsion required 344 

Lighting 345 

Placing 346 

Developing the film 347 

Copying to scale 348 

Mosaic copying in the field 349 



343. General. — The photographic reproduction of mosaics is re- 
quired for the purpose of mass production or a change of scale. 
Often several mosaics of the same area are required and it is easier 
and quicker to assemble one mosaic and reproduce it than it would 
be to make more than one from the original negatives. 

344. Original print and emulsion required. — Experience has 
proved that it is easier to reproduce a mosaic composed of prints 
that are a little flat and of normal density than one made of prints 
of more than normal contrast. Any negative emulsion of moderate 
speed and contrast is satisfactory. Since mosaics are generally not 
colored, a color-blind or orthochromatic sensitivity is most desirable. 

345. Lighting. — The area to be covered by each exposure is con- 
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siderably larger than that required in average copying, so particular 
care must be exercised in lighting the subject. All parts of the mo- 
saic not included by the individual exposure should be covered with 
some light-absorbing material to prevent reflections directly into the 
lens. (See fig. 74.) The lens board should be similarly treated 
unless it has a dull matte surface of low reflecting ability. The use 
of polarizing filters materially aids in the elimination of reflections. 
(See fig. 75.) Unless polarizing filters are available it is essential 
that the light source be so placed that the light incident upon the 
subject is not reflected directly into the lens. In placing the light 
and directing it toward the subject consideration must be given to 
the fact that the angle of reflected light is equal to the angle of the 
light incident upon the material (fig. 76). 

346. Placing. — The mosaic should be so placed on the camera 
easel that the image will be centered on the focusing screen when the 
screen and lens are in their respective normal positions. Deviations 
from these positions must never be so great that the image or any 
part thereof will fall outside the acceptable circle of illumination. 
The mosaic and focusing screen must be parallel to each other and 
in a plane perpendicular to the lens axis. Improper arrangement 
will result in an image of uneven scale. 

347. Developing the film. — It is imperative that mosaic copy 
negatives receive the same degree of development to insure equal 
printing qualities. Large-size negatives are usually developed singly 
and in a tray. Unless a developer is used which does not easily 
oxidize, it is necessary to increase the time of development of the 
second negative to insure equal development. If the copy work is 
composed of three large negatives, additional development time must 
be allotted to the third negative. If more than three negatives are 
to be processed, not more than two should be developed in a batch 
of developer. Mosaic copy negatives should overlap one another 
about 1 inch. When printing these negatives, the prints must there- 
fore be matched within this small area. A high degree of accuracy 
of development is necessary to insure negatives which will produce 
prints of equal contrast. 

348. Copying to scale. — The scale of a reproduction is the ratio 
between any given dimension on the original and a corresponding 
dimension on the reproduction. For example, if an 8- by 10-inch 
picture is reproduced at half scale, it would be 4 by 5 inches in size 
and contain an area of 20 square inches. An 8- by 10-inch print 
copied at half size would contain 40 square inches, or one-half the 
original area. Size, therefore, pertains to area. 
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a. To determine the dimensions of a copy when a definite size 
is stated, apply the following formula : The square root of the orig- 
inal area is to the square root of the required area as one side of the 
original is to the corresponding side of the copy. The other side of 
the copy is found in the same manner, using the corresponding side 
of the original in the proportion. 

Example: Copy an 8- by 10-inch print to contain one-half its 
area, or 40 square inches. 

V80:V40 :: 8:x 

and 

V80:V40:: 10:x 

The results indicate the dimensions or size of the copy which, when 
multiplied together, indicate the area. 

b. Some copying cameras are equipped with a mechanical device 
to be used for quick adjustment to a particular scale. The operation 
involved is simply to set the device to a predetermined setting. The 
scale settings indicate the camera bellows extension and the distance 
from the lens to the subject which are determining factors of scale. 

(1) Cameras not made for copying may be calibrated with scale 
settings. The following formula is applicable to approximate con- 
jugate distances at any desired scale: The focal length of the lens 
multiplied by the scale, plus 1, is the approximate distance from the 
focal plane to the lens. This distance divided by the scale of the 
copy equals the approximate distance from the lens to the easel on 
which the subject is placed. 

Let 



f= focal length 
sc = scale of desired copy 
f (sc -f 1)= distance from lens to focal plane 

f(sc+ )_ ( jj gtance from lens to subject 



sc 



To adjust the camera to one-half scale with a 12-inch lens, the follow- 
ing substitutions are made in the formula : 

12 O /2 + I) =18 inches, distance from lens to focal plane 
— — - =36 inches, distance from lens to easel 



The distance from the front to rear surface of the lens varies with 
different lenses, therefore this computation indicates only approxi- 
mate results. It is used to approximate the distance of the focal 
plane and the easel relative to the lens, but for accurate scale, actual 
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dimensions of the copy must be checked by measurement on the 
focusing screen, followed by rechecking of measurements on the 
negative after processing. 

(2) If conjugate distances cannot be measured and the camera 
is not equipped with a scaling device, measurements of the image 
must be made on the focusing screen to adjust the camera to a partic- 
ular scale. This is accomplished as follows : Determine the scale to 
which the copy is to be made as compared with the scale of the orig- 
inal. Measure a distance between two points on the original and 
determine what this distance should be on the copy. Cut a piece 
of paper to measure exactly this computed distance. Move the cam- 
era to approximately the required distance from the subject to make 
the copy at the required scale. Visually focus the camera. If light- 
ing conditions or the contrast of the original are such that focusing 
is difficult, the substitution of printed matter of high black and white 
contrast will materially aid in this operation. By trial and error, 
move and focus the camera until the distance between the image 
points complies with the computation. This distance should be 
measured by means of the paper which represents it. Care should 
be exercised when measuring the image distance that the reading is 
taken perpendicularly to the focusing screen. 

349. Mosaic copying in the field. — Mosaics may be satisfactorily 
copied under field operating conditions. If copied out-of-doors, the 
apparatus should be set up in the shade to avoid troublesome 
reflections. 

Section III 
CAMERA 



) 

Paragraph 

n Type 350 

Bellows 351 

Construction 352 

Lens 353 



350. Type. — Any camera which is capable of taking a picture can 
be used for copying, but not so satisfactorily as a camera especially 
designed for the purpose. 

351. Bellows. — A camera of this type should be capable of a bel- 
lows extension of at least three times the focal length of the lens used. 
This will permit a two times enlargement of the subject copied. The 
bellows should also be readily collapsible to the equivalent of one fo- 
cal length so as to permit any scale of reduction of which the lens is 
capable. 
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352. Construction. — For convenience, the camera 'should be so 
mounted that the ground glass is parallel with an easel which accom- 
modates the subject matter and is an integral part of the camera 
construction. It is also important that the lens axis be perpendicular 
to the ground glass and easel. A camera so constructed will produce 
images as true to scale as the accuracy of the lens will permit. If a 
camera is used which is not designed for copying, the operator must 
carefully adjust his apparatus to meet the above specifications if true 
scaled images are desired. A simple and accurate test of determining 
the parallelism of easel and ground glass is to focus on a sharply 
defined square, preferably drawn with black ink. Unless the image 
of the square is in true proportion to the original, either the easel 
and focusing screen are not parallel or the lens axis is not perpen- 
dicular to these surfaces. Assuming the lens to be in its correct 
position, the operator should adjust the easel and camera until the 
desired effect is produced on the focusing screen. 

353. Lens. — The copying lens should be ground to a flat field, 
fully corrected for all aberrations, and capable of perfect defini- 
tion over the entire area to be covered. A lens with these qualifi- 
cations is known as a process anastigmat. It is designed for work at 
a short distance from the subject matter and is slow in speed, rarely 
being faster than // 8. It is desirable, but not essential, that the copy- 
ing lens also be apochromatic, since some reproduction work is the 
reproduction of color. 

Section IV 



TECHNIQUE 



Selection of emulsions 

Lighting the subject 

Exposure factors 

Developing the negative. 



Paragraph 

354 

355 

356 

357 



354. Selection of emulsions. — Emulsions of all classifications 
with regard to color sensitivity are used in ordinary copy work, that 
is, color-blind or orthonon, orthochromatic, and panchromatic. Fol- 
lowing is a list of typical subjects and the emulsions best used to 
reproduce them: 

a. Black and white line drawings, use a color-blind process 
emulsion. 

b. Colored-line drawings (containing colored lines other than 
blue) on a white ground, use a color-blind process emulsion. 

c. Colored-line drawings containing blue to be rendered as black, 
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use a process panchromatic emulsion in conjunction with a blue 
absorbing filter. 

d. Line drawings on a colored background should be photographed 
with a process panchromatic emulsion in conjunction with a filter 
which transmits the color of the background, unless the background 
is a very light blue as in the case of tracing cloth, or a background 
similar to it. Such subjects will satisfactorily reproduce with a 
color-blind process emulsion. 

e. Black and white prints with halftones may be copied with any 
emulsion of moderate contrast. If panchromatic materials are used, 
a filter is not necessary. 

/. Colored prints with many colors, use an ortho-panchromatic 
emulsion with or without a filter, depending upon the result desired. 

355. Lighting the subject- — a. Artificial illumination. — (1) 
Proper lighting is of prime importance in copying. An even distribu- 
tion of light over the entire subject matter is generally best for the pur- 
pose. The light should be of such intensity that a suitable latitude of 
exposure time is possible. The lights should be so placed that an 
image of the source will not be reflected into the lens. The presence 
of troublesome reflections can usually be seen by viewing the subject 
from the lens position. A better way is to remove the lens and 
ground glass and view the subject through the camera. If it is 



EASCL 




COPYING CAMERA 

Fionas 74. — Artificial illumination. 
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impossible to remove all reflections by adjusting the lights, polariz- 
ing filters can be used to advantage. The ideal method of use is to 
place a large polarizing filter over each light source and another in 
front of the lens. By proper adjustment of these screens, reflections 
can almost be eliminated in most cases. If large polarizing filters 
are not available, two small ones may be placed in front of the lens. 
When these filters are properly adjusted, they will eliminate most 
but not all reflections if several light sources are used. (See fig. 75.) 

(2) In rough surface originals, the lights should be placed as close 
to the side of the camera as operating conditions and the angle of re- 
flection will permit, so as to eliminate the infinite number of shadows 
caused by the rough surface. The use of a reflector is not recommended. 

b. Daylight illumination. — Daylight may be used in making copies 
but if used, it should be measured with a light meter because of its 
variable intensity. If the light passes through a window, the copying 
apparatus should be so arranged that the light will not fall directly 
on the subject. A reflector may then be used as an aid to proper 
illumination (fig. 76). Should the copying operations be undertaken 
out-of-doors, the apparatus should be set up in the shade to obtain 
even and diffuse illumination. 




COPYING CAMERA 

Figure 76. — Daylight Illumination. 



356. Exposure factors. — In calculating the exposure, considera- 
tion must be given to the following factors : 

a. Nature of original as to color and structure. — A dark or colored 
original will require more exposure than one of normal densities. 
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If the subject is colored, the emulsion used must be sensitive to that 
color unless it is required that the color be photographed as black. 
Glossy surfaces reflect more light than matte or semi-matte surfaces 
and therefore require less exposure for equal densities. 

b. Actinic property of light. — (1) A good actinic light is generally 
best. Exposures are most accurately determined with the aid of an 
exposure meter, but experience alone in judging exposure under simi- 
lar lighting conditions can usually be relied upon with a limited degree 
of accuracy. 

(2) When employing a light of unknown actinic value, it is best 
to make a test or trial exposure. The proper procedure is as follows : 
Load the camera in the usual manner. Pull out the dark slide until 
the entire plate is uncovered and expose for one unit of time, for ex- 
ample, 4 seconds. Push the slide in about 1 inch and expose for the 
same unit of time. Then successively push in the slide to cover equal 
steps, exposing each step twice as long as the previous one. The result 
will be a two-times increase of exposure for each step, the first step 
receiving. 4 seconds exposure, the second step receiving 4 plus 4 sec- 
onds, or 8 seconds, and the third step receiving 4 plus 4 plus 8 seconds, 
or 16 seconds. The fourth step will receive 32 seconds. From the se- 
ries of exposures thus obtained, an approximately correct exposure can 
be selected. If a further exposure test is necessary, another test may 
be made based upon the approximate exposure selected from the above 
test. This test should be made in much the same manner as the first 
but at a reduced difference in time. The estimated exposure should 
be in the middle of the series. 

c. Speed and color sensitivity of emulsion. — To produce equal re- 
sults, a slower emulsion requires more exposure than a faster one. 
If the original is colored, an increase in exposure is necessary and 
unless it is desired that the color be photographed as black, it is neces- 
sary to employ an emulsion sensitive to that color. Colors photograph 
as dark or black on a noncolor sensitive material. 

d. Amov/nt of reduction or enlargement (bellows extension). — As 
the subject is enlarged, the required bellows extension becomes longer. 
The brightness of the image on the ground glass focusing screen varies 
inversely with the square of the bellows extension; consequently, the 
exposure varies directly as the square of the bellows extension. For 
example, if two copies were being made, one at the same scale as the 
original and the other reduced to one-half scale, the exposure of the 
one-half scale copy is computed as follows : Assume an exposure time 
of 32 seconds at 1 to 1 scale. The focal length times the scale of the 
copy, plus 1, is equal to the bellows extension. Assuming a 10-inch 
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lens focused at one-half scale, 10( y 2 + 1) = 15 15 inches is the bellows 

extension. At a scale 1 to 1, the bellows extension is always two focal 
lengths, therefore, since light intensity varies inversely as the square 
of the bellows extension, the following proportion results: Original 
bellows extension squared is to the new bellows extension squared as 
the original exposure is to the new exposure, or 

20 2 : 15 2 : : 32 second : x 
Result ==18 seconds 

In a problem of this sort wherein two scales are involved, it is unneces- 
sary when using the same lens to consider the focal length. Prove 
as follows, assuming identical conditions of above example : Original 
bellows extension squared is to the new bellows extension squared as 32 
seconds is to x. To determine the bellows extension the complete 
formula would be (focal length (l + l) 2 : (focal length (i^ + l) 2 
: : 32 seconds : x. Since the local lengths are identical, it is possible 
to cancel them in the proportion, so that 

(l + l) 2 : (y 2 + l) 2 :: 32 seconds :x 

The result is identical to that of the preceding example, 18 seconds. 

e. Speed of the lens. — (1) The speed of the lens is a variable factor, 
and is governed by the bellows extension in use. The indicated speed 
on the lens barrel is true only when the lens is focused at infinity. 
The indicated speed, therefore, is considered only as a guide to the 
amount of light the lens will transmit in a given length of time. At 
infinity focus, the projected image is one focal length from the lens. 
At distances less than infinity, the projected image is at a distance 
greater than one focal length. Therefore, the light must travel 
farther from the lens to the focal plane. In copying, the bellows 
extension is considerably greater than when focused at infinity. 
In working this problem, it will be found that when copying at a scale of 
1 to 1 the working aperture is represented by a number two times the 
numerical valuation of the indicated // number as engraved on the 
lens barrel. In making the average copy, the lens speed should there- 
fore be considered as approximately one-fourth its indicated speed. 

(2) Copies should be made with the lens at as large an aperture as 
practicable since the resolving power of a lens is greater at the large 
stops. A large stop will assist in reproducing the quality of the 
original. A copy made at a small lens stop tends to show a very evi- 
dent and undesirable “copied effect.” 
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357. Developing 1 the negative. — The degree of development 
should be determined from the contrast of the original and the con- 
trast desired in the reproduction. This can best be determined by a 
study of the subject under good lighting conditions. Unless some 
means of sensitometric control is available, the time and temperature 
method of development should be employed. It is very important, 
therefore, that developers be of standard strength and temperature so 
as to insure consistent results. This system of development will 
approach the nearest to sensitometric control without actually using a 
sensitometer and its applied equipment. Exposing a subject correctly 
and developing to the full recommended degree of development will 
cause the copy to have more oontrast than the original print. Since it 
is unusual that an increase in contrast is desirable, a decrease in de- 
velopment is recommended. Therefore, prints made especially for 
reproduction should be of normal or somewhat less than normal con- 
trast. They should be of a brilliant nature, and if glossy, this bril- 
liance can more readily be retained. However, if the subject is a line 
drawing or one in which maximum contrast is desirable, the negative 
should be developed to its maximum or near maximum contrast. 
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Chapter 12 

LANTERN SLIDES AND FILM SLIDES 



Paragraphs 

Section I. General 358-361 

II. Glass plates : 362-366 

III. Film slides 367-372 

IV. Color transparencies 373-375 



Section I 
GENERAL 

Paragraph 



Definition 358 

Use: - 359 

Comparison of slides and prints . 360 

Care and cleanliness In operations 361 



358. Definition. — A lantern slide is a photographic transparency, 
usually positive, which is adapted for projection in an optical lantern. 
The general conception of a lantern slide is that it is a glass plate 
314 by 4 inches with a positive photographic image. Lantern slides 
may be made on film in various sizes and are then known as “trans- 
parencies.” 

359. Use. — Primarily, lantern slides are used for projection but 
may be viewed directly by transmitted light. When projected, they 
are generally used for instruction or the presentation of data to large 
audiences. To portray a subject better, slides are often made in 
color which is obtained by a natural photographic color process or 
is added by tinting or toning. 

360. Comparison of slides and prints. — The image of a print 
on paper is viewed by reflected light and that of lantern slides or 
transparencies by transmitted light or by means of the projected 
image. The image density of a lantern slide should be somewhat 
greater than that of the average print on paper if measured under 
similar conditions. 

361. Care and cleanliness in operations. — Since a slide is de- 
signed for projection upon a screen and the image thus magnified 
many times, the greatest care must be taken at every stage of lantern 
slide making to preserve the utmost cleanliness, to avoid dust, grit, 
dirt, or- marks of any kind on the slide, as such extraneous particles 
will be conspicuous in the projection. Therefore, preparatory to 
beginning work, all trays, containers, and apparatus must be 
thoroughly cleaned. 
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Paragraph 



Sensitized material 362 

Kind of negative required 863 

Printing the slide 364 

Processing the slide 365 

Finishing the slide 366 



362. Sensitized material. — The emulsion used on lantern slide 
plates is generally bromide or bromo-chloride and is noncolor sensitive. 
It is similar to a positive film emulsion and is available in several 
degrees of contrast of which the most common are soft, medium, and 
hard. As with other positive materials, the more contrasty emulsions 
are of the slower speeds. Lantern slide emulsions are safely handled 
in orange-yellow light (series O or OA). 

363. Kind of negative required. — Any negative that will yield 
a good print will also render a good slide. Imperfections, such as 
scratches, pinholes, or similar defects, are magnified in the projec- 
tion of the slide upon the screen. Similarly, negatives that have had 
much hand work done on them, as well as those with harsh contrast, 
show to great disadvantage in the lantern slide. 

364. Printing the slide. — Lantern slides may be printed satisfac- 
torily by either contact or projection. As a lantern slide can be 
properly placed in a lantern slide projector in a horizontal position 
only, it is essential that the image be printed on the slide in such a 
manner that it will be upright when the slide is in a horizontal 
position. 

а. Contact printing . — When lantern slides are printed by contact, 
the intensity of the printing light should be lower than that for 
ordinary contact printing since bromide emulsions are faster than 
ordinary contact emulsions. This may be accomplished by substi- 
tuting lights of less wattage, by varying the light intensity with a 
rheostat, or by the use of a diffusing. medium such as a white blotter. 
Mechanical operations of printing are identical with those of ordinary 
contact printing, but dodging is somewhat difficult because of the 
small area involved. 

б. Projection printing . — Printing lantern slides by projection is more 
satisfactory than contact printing since dodging is more easily ac- 
complished and the amount of light easily regulated by means of the 
lens aperture. One of three methods may be employed, as follows : 

(1) Ordinary projection printing . — Printing may be accomplished 
with the average type projection printer. If the negative is larger 
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than the required image size, a special reducing attachment must be 
used. A reducing attachment is essentially an extended bellows with 
an auxiliary lens of shorter focal length than that supplied with the 
projector. The shorter focal length permits greater reductions. 

(2) By means of a camera and negative . — This system involves the 
photographing of the negative. Unless the equipment used is espe- 
cially designed for the purpose, care must be taken that the negative 
and focal plane of the camera are parallel to each other and that the 
negative is well within the angle of field. To photograph the negative, 
it should be mounted in a framework and held flat by placing it 
between two pieces of clean and flawless glass. The negative should 
be evenly illuminated from the back with a brilliant actinic light. 
The negative may then be photographed by use of the transmitted 
light. Dodging may be accomplished between the light source and the 
negative, or between the negative and the camera lens. A suitable 
lens hood should be used to exclude extraneous light. (See fig. 77.) 




(3) By copying . — When slides are made from prints, a copy nega- 
tive must first be obtained. This copy may be procured in the usual 
manner of copying. A lantern slide plate may be used as the negative 
medium and, if made to the proper size, contact-printed. If a nega- 
tive print is copied, the result will be a positive without the procedure 
of printing. 

365. Processing the slide. — a. Developer. — Lantern slides are 
developed in developers similar to those required for bromide papers. 
Because of the wide range of contrast often desired, two formulas are 
generally recommended by the manufacturer, one producing normal 
contrast and warm tones and the other producing cold tones of higher 
contrast. (See app. I.) 

b. Development . — A lantern slide plate should be slid into the de- 
veloper so it will be quickly and evenly covered by the solution. De- 
velopment should usually be prolonged to the maximum or near 
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maximum allotted latitude of development to insure full contrast, 
brilliancy of the image, and appreciable highlight density. The prog- 
ress of development may be observed by examination of the image by 
transmitted light as apparent from the back of the plate. This ex- 
amination may be accomplished either by direct light from the safe- 
light or by reflection from a suitable white tray. 

c. Fixing and washing the slide . — Slides should be fixed for at least 
twice the time required to clear and should be washed in running water 
for a period not less than 20 minutes. They should be carefully 
sponged prior to drying to prevent the formation of water spots. 

366. Finishing the slide. — a. Masking . — The usable area of a 
314 - by 4-inch lantern slide plate is approximately 1 inch less than 
its length and y 2 inch less than its width. In the preparation of slides 
for projection, at least y 2 inch on each end and 14 inch on the long 
sides should be masked. Any extraneous matter outside the actual 
picture space should also be masked. 

b. Binding . — To protect the emulsion surface from damage, a cover 
glass is placed over the emulsion side of the plate. It also serves to 
strengthen the completed slide. Prior to binding, all glass surfaces 
must be thoroughly cleaned and both cover glass and masked slide 
must be completely dry. To bind a lantern slide, proceed as follows : 
Cut a strip of binding tape 15*4 inches long; lay face down and 
moisten the back thoroughly; when limp, turn the gummed side up 
and moisten this side. Now lay the strip, face up, on blotting paper; 
place the edge of the slide with its cover glass in position on the strip 
so that one end of the strip is in the center of a side of the slide and 
cover glass; then press them down firmly on the strip. Next, turn the 
slide and cover over on the strip, and over again, and at each move- 
ment press the slide and cover while held together firmly on the strip, 
running the finger along the edge of the binding tape so as to cause 
it to adhere to the slide and its cover. Next, press the sides of the 
strips firmly against the glass, pressing down the corner to make a neat 
joint. Now turn the slide over once more so as to join the ends of the 
binding strip and make neat joints at the corners by mitering or 
clipping out the corners of the binding tape, being sure to rub the edge 
of the binding tape down firmly before pressing the sides of the strips 
against the glass. A special revolving type of lantern slide vise may 
be used to hold the slide and cover glass in contact, thus leaving both 
hands free for the binding. 

c. Marking . — A mark, usually a small paper disk, is pasted in the 
lower left-hand corner of the emulsion side of the finished slide when 
the image is in an upright position. It is known as the “operator’s 
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thumb spot” and is used to facilitate the insertion of the slide in the 
projector under operating conditions. The rule is to grasp the slide 
with the thumb of the right hand on the thumb spot. Insert the slide 
in the lantern-slide carriage from the right-hand side of the projector. 
The image is then inverted and the emulsion side of the slide is toward 
the projection lamp. 

Section III 
FILM SLIDES 

Paragraph 



Micro-copies 367 

Use 368 

Printing 369 

Developing 370 

Finishing 371 

Masking 372 



367. Micro-copies. — A micro-copy is a miniature-sized reproduc- 
tion. Micro-copies are essentially film slides and are used to project 
an image in much the same manner as lantern slides. Although they 
may be made on any small emulsion surface, they are generally photo- 
graphed on standard-size 16-mm or 35-mm motion-picture positive 
film. Emulsions of special color sensitivity, speed, and resolving 
power are manufactured for the purpose. 

368. Use. — Film slides are often used for instruction purposes and 
the presentation of data to audiences. They also have a wide range 
of uses in photographically recording various records and documents, 
such as identification work, the collection of important data, the 
dissemination of information, and the recording of laboratory and 
research activities. A great many micro-copies can be made on one 
small roll of film and filed in a small container. This method of 
filing has decided advantage over the filing of original data, such 
as newspapers, books, photographs, or lantern slides. 

369. Printing. — Micro film slides are not always printed, as the 
original copy is often U9ed in projection. If they are printed, the 
best method is to use a motion-picture printer. 

370. Developing. — Dodging is practically impossible on such a 
small area and careful manipulation of exposure and development 
is therefore essential. Because of the extremely small-scale image, 
the full efficiency of the lens and emulsion used must be maintained 
in order to satisfactorily record the image. Therefore, some form of 
sensitometric control of development must be employed. (See app. 
I for developers.) 



266 



Digitized by Google 



Original from 

UNIVERSITY OF CALIFORNIA 




BASIC PHOTOGRAPHY 



TM 1-219 
371-875 



371. Finishing. — Film slides, if projected from a roll, are so made 
that they are ready for projection. If bound individually, they are 
generally mounted on cardboard of a size and shape to suit the 
projector. 

372. Masking. — Prints or similar material used in film-slide mak- 
ing should be masked so as to exclude all extraneous material. Any 
further masking during the process of manufacture is therefore un- 
necessary. If original negatives are made directly from the subject 
photographed, as in the case of an outdoor scene, on material similar 
in size to that of the finished slide, extraneous matter should be 
excluded from the photograph. 

Section IV 

- COLOR TRANSPARENCIES 



Paragraph 

Definition 373 

Dae 374 

Exposure and development 375 



373. Definition. — A color transparency is an image made with a 
natural color emulsion. 

374. Use. — Color transparencies are designed to be viewed by 
transmitted light and are made in various sizes to suit a particular 
need. The larger sizes are intended for viewing by direct transmitted 
light and the smaller sizes are intended for projection purposes. If 
projected, they are mounted on cardboard or glass of a size and shape 
to suit the projector, but they may be in a roll and projected in a 
manner suited to roll projection. Color transparencies are often used 
m the production of separation negatives in color printing processes. 

375. Exposure and development. — The development of direct 
color emulsions is a reversal process which affords a very short lati- 
tude of exposure. It is therefore essential that exposures be determined 
with a high degree of accuracy. Processing should be accomplished 
with strict adherence to the manufacturer’s recommendations. 
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Chapter 13 

COLOR PHOTOGRAPHY 

Paragraphs 



Section I. General 376-377 

H. Methods of reproduction 378-379 

III. Illumination 380-382 

IV. Exposure and development 383-385 

V. Application 386-388 



Section I 
GENERAL 

Paragraph 

Definition 376 

Types 377 

376. Definition. — Color photography is true orthochromatic ren- 
dition; that is, the reproduction of objects in their natural colors 
and color brightnesses. Color is the visual interpretation of the various 
waves of visible light. White light is the simultaneous perception of 
the visible colors, red, orange, yellow, green, blue, and violet. 

377. Types. — Color photographs, as in black and white photog- 
raphy, may be either transparencies or prints. Transparencies are 
positive photographs on film or glass which are viewed by light pass- 
ing through the photographs toward the observer, or more suitably, 
by projection on an appropriate screen and consequent reflection of 
light in the form of the image. Prints are generally thought of as 
positive photographs on paper base which must be viewed by reflected 
light. 

Section II 

METHODS OF REPRODUCTION 



Paragraph 

Additive and subtractive processes 378 

Color printing 379 



378. Additive and subtractive processes. — The two methods of 
producing color photographs are termed “additive and subtractive.” 
Additive processes are based on the principle of mixing or adding 
primary color, while subtractive means that certain colors are pro- 
duced by absorption or subtraction of secondary colors. 

a. Additive method. — (1) This method of color synthesis is con- 
cerned with the mixing or adding of primary light colors. Any two 
primary colors, when mixed, form a secondary color. Blue and red 
in combination form magenta. Green and red form yellow, and 
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magenta is not too dense, the green and red will be absorbed or sub- 
stracted and blue will be the resulting color. A magenta image will 
subtract green, a blue-green image will subtract red, and a yellow 
image will subtract blue. The amount of subtraction depends upon 
the intensity of the color at any one part of the image in that layer. 



ADDITIVE COLOR 





YELLOW 



Fig u he 79. — Subtractive process. 



This principle of subtraction of color is used in all color printing 
and also the Kodachrome process of making transparencies. 

(2) The Kodachrome ■process . — (a) Kodachrome film is composed 
of three layers of light-sensitive emulsion coated on regular film base 
which has an antihalation backing. A cross section of Kodachrome 



RAW FILM 



COLOR POSmVE 
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Figure 80. — Cross section of Kodachrome film. 
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film is shown in figure 80. The surface emulsion is sensitive to blue 
and violet only; the second emulsion is orthochromatic, sensitive to 
blue, violet and green. A yellow filter dye, incorporated between the 
first and second emulsion layers, absorbs violet and blue so that the 
second emulsion responds only to green. The third emulsion is 
sensitive to red but not to green. 

( J ) . This film, after exposure, is first developed as a negative. 
The three images thus formed are bleached out and the residual silver 
halide exposed and developed in “coupler” developers. The result- 
ing images are positive and dyed with colors complementary to the 
colors recorded by the individual emulsion layers. The image in 
the top layer formed by blue light is transformed into a yellow posi- 
tive; the image in the center layer formed by green light is trans- 
formed into a magenta positive; and the image in the bottom red 
sensitive layer is transformed to a blue-green positive. Where these 
dye images overlap each other, they produce, when viewed by trans- 
mitted light, different colors depending upon the proportion of color 
in the overlapping images. Where the images do not overlap but 
there is dye present in one image, the color of the dye itself is evident. 
At a point where none of the layers have dye, white light will result ; at 
a point where all three layers have a full quantity of dye, no light is 
transmitted and black results ; and when each layer contains a propor- 
tionate amount of dye not in full quantity, neutral gray is evident. 

379. Color printing. — a. In color printing processes, three nega- 
tives are made, each one through a different filter. The filters used 
are red, green, and blue, the primary colors. These filters have suffi- 
cient overlap in transmission so that the entire visible spectrum or 
color range is covered. From each of these negatives, a separate posi- 
tive is made. The positive image is formed by exposure through the 
thin portions of the negative which represent the parts of the subject 
which were of such a color or colors to cause little or no exposure in 
the negative. Since these portions of the negative cause the positive 
exposure, the positive image necessarily cannot be dyed with a color 
similar to that of the filter through which the negative was made, so 
they are dyed a color which absorbs the filter color. For example, a 
negative made through a red filter will appear thin at those parts of 
the image corresponding to blue and green in the subject. The posi- 
tive made from this negative must then be colored blue-green which 
absorbs red. In like manner, the green filter negative will produce a 
positive which will be colored magenta ; and the blue filter negative a 
positive which will be colored yellow. These colored images are 
bleached before the dyeing process and no silver remains. The images 
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are on film base and must be transferred in some manner to paper to 
obtain a single print consisting of three superimposed images which, 
in conjunction, and correct color proportions, reproduce the subject in 
natural color. The method of transfer of images varies with the 
process of printing being used. 

b. The three principal color printing processes in present use are 
the wash-off relief process, the chromatone process, and the carbro 
process. 

(1) Chromatone (toning) . — Positives are made on special stripping 
paper from the tricolor negatives. These positive images are toned 
chemically to produce images of the required colors which are comple- 
mentary to the colors of the filters through which the negatives were 
made. These colored positives are stripped from their bases and su- 
perimposed on gelatin-coated paper to make the final print, or may 
be superimposed on a clear base to produce a transparency. 

(2) Washroff relief (imbibition). — Positives are made from the 
separation negatives on special film and an image of tanned or 
hardened gelatin produced. The exposure of the positive is made 
through the base of the film leaving the image next to the base. The 
image is developed and followed by a bleaching bath which hardens 
the gelatin around the image and leaves the unexposed emulsion 
unhardened. The silver image is also bleached completely. The un- 
hardened emulsion is then washed off in hot water which dissolves 
it. The remaining gelatin, which composes a relief image on the 
base, is next placed in an acid hardening fixing bath. This relief 
image on film base is called a “matrix.” By dyeing one of the relief 
images with the proper color and placing it in close contact with 
gelatin coated paper, the dye transfers to the paper. The gelatin 
on the paper has been chemically treated to “imbibe” the dye, hence 
the term “imbibition.” (See fig. 81.) The next matrix is dyed and 
superimposed in register over the first transfer. The third matrix is 
dyed and the colored image transferred in the same manner as the 
second matrix. The three-colored images in superimposition on 
paper produce the colored print. With proper handling, the color 
reproduction can be made quite accurate. This process has an ad- 
vantage for production work, in that a great many prints can be 
made from one set of matrices since the final print is a result of dye 
transfer. As in the chromatone process, the three dyed matrices may 
be superimposed without dye transfer to make a transparency. 

(3) Carbro (colored pigment). — This method involves the forma- 
tion of relief images composed of colored pigment. The pigment is 
incorporated in gelatin in the manufacture. These pigment images 
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are superimposed to form the print or transparency, and the entire 
process must be repeated for each print or transparency. The process 
is rather long and delicate but gives excellent color rendition. 
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Fiouhjb 81. — Steps in wash-off relief process. 



Section III 
ILLUMINATION 

Paragraph 



General 380 

Artificial light 381 

Daylight 382 



380. General. — By any process of color photography, correct 
color reproduction is directly dependent upon the distribution of 
color emitted from the source of light. Both the screen processes 
and the Kodachrome process have two specific emulsions, one for 
artificial light and one for daylight use. Daylight contains a great 
amount of blue light, whereas artificial light is deficient in blue in 
comparison. 

381. Artificial light. — Emulsions made for use with artificial 
light are sensitized for use with certain types of tungsten illumina- 
tion and the use of other than the recommended source will result in 
improper color balance. The specific type of illumination to be used 
for a particular emulsion is generally specified. If more than one 
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lamp is used, the others should be of the same type. For instance, 
Kodachrome type A is corrected for use with photoflood lamps, and 
any lamps of different color emission would disrupt the color balance 
of the finished photograph. 

382. Daylight. — Emulsions made for use with daylight should be 

used only with light sources having color emission equal to that of 
daylight. There are only certain hours of the day when daylight 
illumination is correct for this film. These hours on the average 
are from 9 : 30 AM to about 3 : 30 PM depending upon the location 
on the earth’s surface, weather, and season. Filters have been 

devised by the manufacturers whereby photography with color film 
may be accomplished at any time of day by application of the filter 
designated to change the color distribution to that recommended for 
the film. Other filters have been prepared for use with artificial 
light film in daylight, or daylight film in artificial light, or for 
using artificial light film with artificial light sources which differ 
from the recommended source. 

Section IV 

EXPOSURE AND DEVELOPMENT 

Paragraph 

Cameras 383 

Exposure 384 

Development 385 

383. Cameras. — In exposing direct color film, such as that using 

a screen process or Kodachrome, any camera may be used if it has 
a color corrected lens with normal aberrations eliminated. The lens 
must be so corrected that the primary colors (red, green, and blue) 
will be focused very close to the same plane for accurate results. 

a. When three negatives are made with the appropriate tricolor 
filters, one of four distinct methods may be employed : 

(1) Exposure with a one-shot camera which makes all three pic- 
tures at one time through the lens (fig. 82). The films are used 
in the camera in separate positions and two of the negatives may be 
made either by reflection of light or by application of a bipack film. 

(2) Three separate exposures with each of the tricolor filters. 
These exposures can be made with an ordinary cut film or plate 
camera by changing holders and filters for each exposure. 

(3) Three separate exposures with a camera having a “repeating 
back” whereby the film can be changed rapidly for each exposure. 

(4) Separation negatives made from direct color film using a 
contact or projection printer and appropriate tricolor filters. This 
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method is of particular use when prints are required from existing 
transparencies. 

b. Of these four methods of making separation negatives, the first 
is the most satisfactory. However, special films or plates must be 
used in one-shot cameras and the cameras are costly. The second 
method is slower and cannot be used where there is any possibility 
of movement of the subject during the time necessary to make the 
exposures. The chief advantage of this method is that it does not 
require a special camera or special films. The third method is better 
than the second in that the time necessary to make the three exposures 
is decreased. The fourth method usually requires the use of a good 
enlarger and a special set of filters but is quite satisfactory. It has 
an advantage in that color prints can be produced entirely in the 
laboratory. 
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384. Exposure. — a. Direct color film has very little exposure lati- 
tude. The maximum tolerance for superior photographs in color is 
one-half a normal / stop on either side of the correct exposure. 
This small variation in exposure latitude necessitates the use of an 
accurate exposure meter in determining correct exposure. Inspection 
of image brightness on a ground glass screen is not accurate enough 
for color photography. Overexposure or underexposure beyond the 
recommended latitude will result in incorrect color reproduction. 

b. In making separation negatives, the filter factors must be taken 
into accurate consideration. Overexposure or underexposure in one 
or more of the negatives will result in unbalanced results in the posi- 
tives and consequent poor color balance in the final transparency or 
print. For accurate results the factors of the filters to be used should 
be determined for the film employed in making the negatives and 
with the light source to be used in the photography. 

385. Development. — a. In processing photographs made by a 
screen process, a method called “direct reversal” is used. After 
exposure, the film is developed in a recommended developer, and a 
negative image produced. This negative is placed in a bath called 
a bleach which completely reduces the silver image, changing it to 
a transparent compound of silver which is not sensitive to light. The 
film is then exposed to any good light source for a sufficient length of 
time to obtain complete exposure in the formerly unaffected por- 
tions of the emulsion which still contain sensitive silver bromide. 
The next operation is to develop this exposed emulsion to obtain a 
positive silver image in “reverse” of the negative image. 

b. As in any reversal process, overexposure of the original is as- 
certained by too thin highlights, while underexposure is evidenced 
by darkened highlights and dense shadows. Correct exposure is 
essential in order to obtain the proper proportion of highlight den- 
sity between positive and negative for accurate results. In compe- 
tent hands, direct reversal is both simple and rapid. The time 
needed is somewhat longer than that required for ordinary negative 
processing, but the finished photograph is a positive ready for use 
either in projection or by direct observation. 

c. Kodachrome film is processed by the manufacturer because of 
the complications encountered in obtaining the dyed images in the 
triple layer. This entails a loss of time in obtaining color trans- 
parencies by this method. 

d. Separation negatives are developed in ordinary developers. 
They must, however, be developed to the same contrast in order to 
obtain correct color contrast in relation to the separate colors in- 
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volved. Too much contrast in a negative will result in an excess of 
a particular color in the shadows in the print because the shadows 
will receive too much exposure in the positive. This variation in 
contrast will be more apparent in the highlights due to the low high- 
light densities which would be present in a print. 

Section V 
APPLICATION 

Paragraph 



General 386 

Aerial photography 387 

Ground photography 388 



386. General. — a. Since color photography is in a sense still in the 
initial stages, there are a great many obstacles to be overcome for 
accurate color reproduction. To produce an accurate print in color 
requires a great amount of knowledge and skill. The time required 
to produce such a print is decidedly long by any existing process. 
For these reasons, color photography at its best is in the production 
of transparencies. 

b. Of the two common methods of making transparencies, the sub- 
tractive process is the most suitable. The additive process is not so 
satisfactory because the amount of light absorbed by the color screens 
renders the image dark and somewhat dull unless a powerful light 
source is used. In the additive process which employs screens, a 
granular effect or pattern is produced due to the composition of the 
screens. In projection, the definition or sharpness of the image is 
materially affected by this pattern. It is difficult to make good color 
prints from additive color transparencies for this same reason. 

387. Aerial photography. — Color photography is especially ap- 
plicable in the interpretation of aerial photographs. 

a. The recognition of road conditions is simple in a color photo- 
graph, since the actual surface of a road would reflect its own color, 
thereby making identification of the material easy. Whether the 
surface was macadam, cement, gravel, dirt, or any other material 
would be fairly obvious, whereas in black and white photography 
the distinction of the various shades of gray is depended upon to 
recognize the material. 

b. Depth is more apparent, even in a single photograph, because 
of the fact that actual color difference between objects is easily dis- 
tinguishable. This makes the measuring of heights comparatively easy 
because the color of most objects differs from the shadow so that the 
actual length of the shadow could be more definitely determined, and 
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from this length and knowledge of the time when the photograph was 
made plus direction of the airplane’s flight, the actual height of the 
object is a simple computation. In black and white photography, the 
shadow blends with the object making calculation less accurate. 

c. In wartime, the greatest use of color photography is the detection 
of camouflage as it is difficult to produce artificial color to match the 
colors in nature. Artificial color records differently from natural 
color, so that the contrast between the two is obvious. Painted 
shadow, artificial leaves, or any other contrivance used in producing 
camouflage is apparent The depth, newness, or use of trenches are 
distinguishable in color photographs. 

388. Ground photography. — A photograph in color will show 
things as they occur naturally and not as the photographer can make 
them by retouching or any other similar device. It will be more 
pleasing to the eye and more realistic than any black and white 
photograph. 
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Chapter 14 

LABORATORY OPERATIONS 

Paragraphs 



Section I. Functions within the unit 389-393 

II. Materiel 394-398 

III. Operation 399-419 



Section I 



FUNCTIONS WITHIN THE UNIT 

General 

Administrative section 

Photographic flies 

Supply, repair, and transport section 

Photographic production section 



Paragraph 

389 

390 

391 

392 

393 



389. General. — The efficient operation of a photographic labora- 
tory unit requires a logical grouping of all the functions of the unit 
into subdivisions (fig. 83) which may be called sections, details, or be 
otherwise designated; the assignment of suitable personnel to each 
section; and the operation of each section in coordination with the 
other sections. A logical subdivision of a photographic unit would 
be into four sections, as follows : 

a. Administrative. 

b. Photographic files. 

c. Supply, repair, and transport. 

d. Photographic production. 



LABORATORY COMMAND 






PHOTO. FILES 


- ADMINISTRATION 


1 




PROD. RECORDS SUPPLY |- CAM REPAIR 



PRODUCTION 





1 » 1 


COPYING FILM PROCESSING 


PRINTING 


1 .. 


| 


MOSAIC ASSEMBLY CHEMICALS 


FINISHING 



Fioubii 83. — Photographic unit functional chart. 



390. Administrative section. — The administrative section is 
charged with the maintenance of administrative records and the ren- 
dition of administrative reports. The discharge of this function is 
covered in detail in Army Regulations. 
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391. Photographic files. — The maintenance of negative files, the 
titling and plotting of negatives, the compilation of records and 
index maps, and the rendition of reports related to the results of 
photography are the functions of photographic files. 

392. Supply, repair, and transport section. — This section is 
responsible for requisitioning, housing, and issuing photographic 
equipment and supplies; rendering reports concerning materiel; 
maintaining materiel records; repairing and testing cameras; and 
the tactical control of allotted transportation. 

393. Photographic production section. — This section is charged 
with negative processing, including lantern slides and films ; printing, 
including contact, restitution, transformation, enlargement and re- 
duction ; stereograms, reconnaissance strip and mosaic assembly ; and 
mosaic, map, and document reproductions. 

Section II 
MATERIEL 

Paragraph 



General 394 

Laboratories 395 

Procurement of equipment and supplies 396 

Loan of equipment 397 

Records 306 



394. General. — The principal items of materiel issued to the pho- 
tographic unit include portable or mobile photographic laboratories, 
supply trucks and motorcycles ; developing, printing, enlarging, resti- 
tuting, transforming, copying, and other laboratory apparatus ; pho- 
tographic film, plates, paper, chemicals, and many small items of 
accessory equipment. 

395. Laboratories. — a. Types . — There are three general types of 
housing provided for photographic laboratories: permanent labora- 
tory buildings; portable laboratories, or temporary buildings oper- 
ated with portable equipment; mobile laboratories. 

(1) Permanent . — Permanent laboratories are used at permanent 
bases. Buildings of substantial construction are designed and provided 
for the housing of photographic laboratories at all peacetime air bases. 
However, the technical equipment for the operation of these labora- 
tories is portable, with the exception of sinks and utilities, and so- 
called permanent laboratories must be prepared to evacuate and set 
up operating facilities in another location upon short notice. 
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(2) Portable . — Portable laboratories are used in garrison or in the 
field. They are capable of being transported readily by normal 
ground or water facilities, and some types by air. 

(а) By air . — These laboratories are constructed of light-weight 
tents with especially designed light-weight compact technical equip- 
ment. Others are small, cabinet type darkrooms capable of closing 
into a compact carrying case, and are complete, self-contained units 
which may be used in aircraft or merely transported thereby. 

(б) Other than by air . — Laboratories portable by air may be moved 
by normal ground and water transportation facilities. However, 
larger tents than those designed for air transportation may be used 
with the standard technical equipment. The use of standard technical 
equipment with improvisation of local existing construction into dark- 
rooms and workrooms is considered a very practical form of a port- 
able laboratory. 

(3) Mobile . — Mobile laboratories are used in garrison or in the 
field. A laboratory structure capable of mobility on land, water, 
or in the air, is termed a mobile laboratory. It may be capable of 
limited photographic production while enroute, or of full capacity 
operation within a short time after establishing a new base. The 
lack of an adequate water supply reduces the quantity of production 
below that of the rated technical capacity of the unit. 

b. Flexibility . — Portable and mobile laboratories may have dark- 
rooms designed for developing and printing in a single unit, or 
separate units may be required for different types of darkroom work. 
Portable and mobile laboratories permit flexibility in the size of the 
photographic organization inasmuch as additional units may be as- 
signed or attached to the original laboratory. However, because of 
the compact arrangement of the darkrooms of a portable or a mobile 
laboratory, it is always advisable to utilize additional working space. 
This space may be secured by using paulins adjacent to the portable 
and mobile laboratories, by tentage, by existing buildings, or by tem- 
porary construction to provide protection against wind and weather. 
The amount of space needed depends upon the size of the photo- 
graphic organization and the type of work being performed ; that is, 
a unit engaged in mosaic assembly needs more illuminated workroom 
space than one whose mission requires only the delivery of unmounted 
prints. 

c. Preparation for movement . — Commanders of portable and mobile 
laboratories must be familiar with the shipping dimensions of their 
equipment and its total weight. In case of water shipment, it is 
essential that the commander know whether the maximum linear and 
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cubic dimensions permit shipment below deck in the average trans- 
port, or whether it must be carried as a deck load. Units will be 
trained to prepare rapidly for movement and also to go rapidly into 
photographic production upon reaching a destination. 

d. Lighting and power systems . — Electricity for lighting and power 
in temporary or mobile laboratories should be procured from exist- 
ing lines to as great an extent as possible. When outside current 
is not available, the portable generating system provided for field 
use must be employed. 

e. Water systems . — All mobile laboratories are equipped with water 
pumps. Flexible hose is provided for connection of the pumps with a 
nearby water pipe, well, stream, or other water source. Each unit 
also is equipped with a water tank which supplies the faucets. Col- 
lapsible water tanks are carried for use in tents and temporary 
laboratories. 

396. Procurement of equipment and supplies. — Current sup- 
ply regulations prescribe the manner of obtaining equipment and 
supplies. Materiel is obtained by requisition or by local purchase. 

397. Loan of equipment. — The loan of Government property 
for private use is prohibited. The equipment issued a photographic 
unit is to enable it and related flying units to discharge their func- 
tions. As the proper use of this equipment is only in the performance 
of such functions, the personnel assigned to discharge them should 
be the only persons allowed to use such equipment. 

398. Records. — Current regulations prescribe the materiel reports 
that should be made and records to be retained in the photographic 
unit. Regulations advocate the use of a bin card or form of perpetual 
inventory for expendable photographic supplies. This should bal- 
ance at all times, but irrespective of the present or any future system 
of account for supplies, the laboratory commander must always be 
able to determine instantly the quantity of supplies on hand and must 
know the extent to which the laboratory can operate. Air Corps 
Circular No. 15-81 prescribes the manner of obtaining expendable sup- 
plies from local agencies. The maintenance of consumption records 
within darkroom subdivisions is impracticable. 

Section III 



OPERATION 

Paragraph 

Authority for photographic work or projects 360 

Training 400 

Distribution of products 401 

System of handling 402 
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Service test equipment 414 

Care of equipment 415 
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Storage of inflammable liquids 417 
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restrictions 418 
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399. Authority for photographic work or projects. — The labo- 
ratory will engage in those phases of photography as directed by the 
tactical commander. The allotment of photographic materials to a 
photographic unit is in an amount sufficient for the training require- 
ments of the unit and of the Air Corps organization to which the unit 
is attached or with which it is associated. Extensive photographic 
projects, therefore, which require the use of material in quantities 
greater than the amount allotted for training purposes, will be under- 
taken only when directed by higher authority. 

400. Training. — a. By far the most important work done by the 
photographic unit during peacetime is training in the practice of pho- 
tography. Work should be so performed that personnel will obtain 
individual experience of a kind that will prove valuable during mili- 
tary operations, and as far as the quantity of the particular work will 
extend, exercise in the teamwork that is so necessary during war. In- 
dividual technical efficiency should be developed to a high degree, but 
unit efficiency is paramount. Therefore, the training of the unit must 
be balanced in all sections and in the various types of missions which 
the unit may be expected to perform. 

£>. Practice will improve the quality of the product and the team- 
work efficiency of*the unit. The laboratory commander should en- 
deavor to maintain an even flow of the various types of missions into 
the unit in order to maintain unit and individual proficiency with 
equipment and technique. Army Regulations and technical instruc- 
tions contain standing orders for many types of photographic mis- 
j 
r 
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sions. These may be supplemented by the laboratory commander 
whenever required for individual or unit training. 

401. Distribution of products. — Photographs will be distributed 
in accordance with the order authorizing their production. 

a. Photography in connection with public relations is subject to the 
provisions of AR 600-700 and special instructions published from time 
to time. 

b. Regulations classifying and governing restricted photographs 
are contained in AR 350-5. The unit commander will individually 
supervise whenever prints or other products are made from negatives 
of secret or confidential nature. Only the required number will be 
produced, and the prints or other products will be properly safe- 
guarded during finishing. Negatives and all prints therefrom will be 
disposed of immediately, in accordance with orders of competent 
authority. 

c. Air Corps Circular No. 95-4 requires that examples of pho- 
tography be submitted semiannually to the materiel division. 

d. The Chief of the Air Corps requires photographs of general serv- 
ice and public interest to be submitted monthly. 

e. Official photographs made in a photo unit by military personnel 
using Government materiel and supplies are property of the United 
States. The selling of such photographs, negatives, or any photo- 
graphic products therefrom, or their distribution in any manner 
except through regular channels, is prohibited. This prohibition 
extends to photographs of any kind which photographic personnel 
have been directed to make for training purposes. 

/. All photographs distributed by the Air Corps will be marked 
or stamped on the back: “Official Photograph — Published only with 
the permission of the Chief of the Air Corps.” All copyright privi- 
leges concerning any official photograph are expressly reserved by the 
War Department. No person will be authorized to copyright any 
official photograph. 

g. Photographs released for publication by proper authority will 
contain a credit line to read as follows : “Official Photograph, U. S. 
Army Air Corps.” 

h. In preparing photographic prints, enlargements, negatives, lan- 
tern slides, and any other photographic products for shipment by 
mail, express, or otherwise, care must be taken that proper provisions 
are made for their protection against damage in transit. Ordinarily, 
prints, negatives, and lantern slides should be packed in reinforced 
pasteboard box containers wrapped with paper. Large prints should 
be packed flat between heavy cardboard when practicable. When 
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such prints are shipped in mailing tubes, they should be rolled 
with the image side out. This will prevent excessive curling when 
the photographs are removed from the container. Each package of 
photographs should have on the outside the address of the consignor. 
Each package or roll of photographs mailed under penalty label 
should contain a copy of either the original order, a letter of trans- 
mittal, or a reference thereto. 

402. System of handling. — a. The routine procedure in handling 
work must be systematic. The sequence of operations required in 
production should be performed as efficiently and economically as in 
any properly managed shop, and the laboratory commander should 
always be on the alert to improve the system or technique whenever 
it is apparent a reduction in labor or materials will result. 

j b. The workrooms must be logically and conveniently located with 
reference to one another, and within them the apparatus must be 
properly placed. Failure to observe these elementary principles 
governing proper organization and arrangement of facilities causes a 
great loss of efficiency, apparent from the confusion resulting from the 
movements in the same place of a number of men, each with different 
tasks, and from the unnecessary walking around necessitated by the 
inconvenient location of workrooms and apparatus. In making 
arrangements that will eliminate such unsatisfactory conditions, the 
requirements of quantity production should be visualized, and the 
ideal physical plant should locate workrooms, apparatus, and men 
in a manner that will produce a steady flow of work that can be 
accomplished with minimum time and effort. In order to do the 
work required during military operations, the movements of a man 
in performing a single work operation must be studied with the 
view of changing or eliminating some of them in order to economize 
his time and energy. The production of a photograph should be 
organized along the principle of “line production” in which each 
workman performs the minimum variety of operations, but the maxi- 
mum number, in order that the output attain the peak in quantity and 
quality. 

403. Standard methods. — Laboratory maintenance processes and 
methods must be standardized to prevent confusion, to economize 
time and material, and to maintain or improve quality of work- 
manship. Laboratory rules and regulations should be published 
covering cleanliness and orderliness, section or room arrangement, 
use of water and lights, breakage and replacement, labeling of chemi- 
cals and sensitized material, handling of chemical solutions and partly 
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used boxes of papers and films, handling of negatives, general care of 
equipment, and establishing definite laboratory inspection periods. 

404. Allocation of personnel. — a. Personnel duty assignments 
to definite rooms or sections within the laboratory build morale. A i 
chart bearing names of personnel and illustrating relationship of 
their work to that of the laboratory as a whole assists in creating 
teamwork, tends to maintain efficiency during frequent periods of 
personnel exchange and substitution, reduces friction, and establishes | 
responsibility. 

b. Personnel assignments should result in a proper distribution of 
the functions of the sections among the personnel, both with regard 
to individual special qualifications and relative numerical require- 
ments, based on amount of personnel assigned or available to the 
laboratory. Maximum teamwork can be obtained only when each 
subdivision has assigned to it men with special aptitudes in quan- 
tity to handle exactly the amount of work required of that section, 
and is provided with an even flow of work involving all the phases 
of photography for which that section of the laboratory is desig- 
nated and equipped. 

c. The laboratory chief, file clerk, chief film processor, chief 
printer, and supply clerk should have the status of noncommissioned 
officers. Administrative duties can be dispatched by a junior clerk 
under proper supervision. 

d. The laboratory chief will normally be the senior enlisted man 
present. He will assist in general supervision of the plant, materiel, 
production, and personnel, and enforce the routine procedure and 
system prescribed by the laboratory commander. He should antici- 
pate supply and personnel requirements, and in general, facilitate 
teamwork and undelayed production. He should emphasize and 
augment section responsibility to the end that the loss of personnel 
within sections shall not be unduly felt in the laboratory as a whole. 
Individual work assignments should be avoided in favor of section 
assignments. Production requirements should be clearly understood 
by all personnel in a section, though responsibility in the section is 
vested in the senior section man. 

405. Photographic files.— a. General . — The photographic files 
section and its subdivision, production records, is the connecting link 
between sectional functions in the laboratory subdivisions. Photo- 
graphic files and records function more smoothly and are better 
maintained if kept separate from unit administration, even though 
small or newly formed laboratories utilize the same personnel for 
the two sections. The field desk accommodations allotted unit ad- 
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ministration are insufficient to contain the specialized and compre- 
hensive records common to photographic - production. Also, it is 
not customary or desirable to move photographic files and related 
production records with the unit for either temporary or permanent 
change of station, provided that photographic facilities will remain 
in some form to serve local requirements. It is usually inimical to 
production to place administrative personnel in supervision of files 
and production records, and this material impedes the prompt dis- 
charge of administrative function incidental to change of bases. 

b. Types . — Laboratory units administer two types of photographic 
negative files and records. 

(1) General . — The general or miscellaneous files contain both 
ground and aerial negatives and the correspondence relating to them. 
These files accumulate incidental to routine production orders which 
the usual quantity of training supplies builds up, and they do not 
require a redistribution of personnel or an increase of working hours 
as they will engage personnel for only brief intermittent periods. 

(a) Work orders . — To facilitate general or miscellaneous produc- 
tion, a suitable work order blank form should be adopted by the lab- 
oratory. The following entries will be made on this form: Date 
initiated, serial number of work order, consignee, production speci- 
fications, negative file numbers, production accomplished, cost state- 
ment (if required), distribution authentication, and monthly pro- 
duction entry. 

( b ) Monthly production record . — A blank form adapted to the 
entry of individual work order numbers, subject reference, and 
monthly recapitulation of work order production figures should be 
adopted and used. Completed work orders may be filed after entry 
on the monthly production record, which may be filed after assisting 
in the rendition of the Training and Operations Report required 
by Air Corps Circular No. 15-10. 

(2) Projects . — Size and requirement of cost reimbursement deter- 
mine whether an approved photographic request is termed a project. 
Some Air Corps photographic missions are extensive and require 
project handling, but usually projects are cooperative work with 
other branches of the War Department or Federal agencies. It is 
important to recognize a project as such in its initial stages and 
organize for it during the period when adequate flight and plot maps, 
materiel specifications, and priorities are being formulated or re- 
ceived and estimates are compiled. These requirements overburden 
a normal photographic files section and it is under these circum- 
stances that the normally atrophied production records section is 
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reinforced substantially. This can best be accomplished with addi- 
tional personnel in the files section at the expense of darkrooms or 
other sections. These men should undertake the more mechanical 
work of titling films and compiling index maps under the close di- 
rection of the files clerk who should individually prepare project 
folders for the inclusion of the project basic authority, all specifica- 
tions, original plot maps, correspondence, letters of transmittal and 
acknowledgment, completed project work orders, and production 
costs. A project folder is prepared for each project in the laboratory 
and totals of production records therein are transferred to the 
monthly production record for inclusion in the Training and 
Operations Report. 

Because of the continuity of work and similarity of specifications, 
project production is relatively simple in the darkrooms, but be- 
cause of volume, irregularity in negative titling, and unusual cor- 
respondence requirements, the files section is best served by a sharply 
delineated production records section which is handled by the chief 
file clerk. This section assumes the proportions necessary to the 
project; that is, supervising files and obtaining special titling and 
storage, maintaining priorities as established by the tactical com- 
mander, and limiting miscellaneous work during the period. It is 
charged with ascertaining and maintaining specifications ; estimating 
time, cost, and special supply requirements; progressive cost com- 
pilation; supervision of negative titling; plotting and index map 
reproduction; project work order initiation; verification of products; 
distribution authentication ; correspondence ; project report prepara- 
tion and the possession by the unit of a complete file of records at 
completion of the project. Although the production records section 
is always active, its duties are normally so slight that its function 
is not emphasized in the files section. At the close of a project, pro- 
duction records assumes this position, at which time the minor records 
incidental to general or miscellaneous production are resumed by the 
files section. 

(a) Project work order . — Project production can be greatly facil- 
itated by the use of a special work order blank form. Frequently, 
when the size of the project justifies, the blank form may include 
those specifications not subject to change. As a rule, processing in- 
structions are consistent on all related orders and can therefore be 
brief, though exact, with reference to papers and amounts. Unusual 
and adequate space should be allotted that part of the form listing the 
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file numbers of negatives covering the flight lines which are the 
subject of the camera exposure record. The form should accommo- 
date flight line reference and establish the roll and negative numbers 
pertaining thereto. The form should include date initiated, roll 
number, project name and number, specifications, negative file num- 
bers by strips, production accomplished, cost statement (if not other- 
wise provided for), distribution authentication, and monthly pro- 
duction entry. The completed project work order should be filed 
with the project records. 

(b) Cost estimates, records , and reports . — The laboratory is cus- 
tomarily required to estimate project costs, under function subdivi- 
sions, prior to approval of the project and its final specifications ; cost 
estimates are required in every case involving cost reimbursement 
prior to engaging the project. Specifications must be closely observed 
and considered with regard to plant, equipment, personnel, supplies, 
and priorities before statements regarding cooperative projects are 
submitted. Frequently the project, as specified, is impracticable with 
the equipment possessed, will prevent all other training gained from 
miscellaneous photography, and will require the use of supplies not 
standard in the Air Corps. Specifications unsuited to equipment 
should be taken exception to and the cooperative agency must be re- 
quired to furnish direct to laboratory stocks not standard. Wastes 
in connection with projects through the employment of inexpert per- 
sonnel are properly chargeable to training, but cognizance of these 
discards must be taken in estimates, and where special papers and 
supplies are furnished by the cooperative agency, must be borne by the 
cooperative agency. In the photography of forested and unmapped 
areas where much plotting is verified by print assembly not otherwise 
required, as much as 26 percent of the printing costs are production 
waste insofar as delivery is concerned. Special laboratory cost reca- 
pitulation blank forms may be originated, if desired, but the practice 
is generally discouraged because suitable work order forms make it 
unnecessary from the viewpoint of the laboratory. The expenses of 
flight personnel and equipment are, within specifications and regula- 
tions, chargeable to the project cost but their maintenance and com- 
pilation are the responsibility of flight personnel. Projects involving 
cost reimbursement usually require cost reports at the end of the 
fiscal year and a complete report on the project is required at the 
completion of the project. This report is made by the tactical com- 
mander and requires the rendition of reports to him from all units 
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involved. Chemical costs are the most difficult to ascertain since 
project work is accomplished in conjunction with other work, and it 
is impracticable to distinguish between the two in darkroom pro- 
cedure. It is most practical to ascertain the number of prints or the 
number of negatives that may be processed in a given amount of 
chemical solution, then ascertain the unit cost of the various solutions 
and compute for total production. The use of a cost form such as 
shown below, will assist the preparation of original cost estimates, em- 
phasize the items which are properly the subject of cost record main- 
tenance, and materially contribute to the formation of final cost 
reports. 

PROJECT COST CARD 

Project name and number Completion date 

SPECIFICATIONS: Include altitude flown, scale of negatives, map scale fur- 
nished, camera type, overlap each way, area by name, number of prints, size and 
type, to whom delivered, etc. 



Exposures made - - . . _ . Negatives used Prints forwarded 

Flying time hrs. mins. Prints forwarded by size _ _ 

Area by square miles Prints forwarded by size 

Cost per square mile $. Prints forwarded by size 





Aircraft costs: 




A. C. 


Dept. 


Total 




Oil (qts.PH) for (hrs.) (total) . 


— -t 


$. . 


$ 






Gas (gal. PH) for (hrs.) (total). 


— i 


$ 


$. .. 




51 


Grease (kind) (amt.) 


— -t 


$ 


$. . . 




) 

51 


Total cost 


$ 


$ 


$ 


5 

2. 


Miscellaneous costs: 










) 


Telegrams .. 


. Total cost 


$. 


$ 




5 

1 


Hangar rentals _ _ _ . 


. Total cost 


$.. 


$ 




1 

) 


Parcel post _ 


. Total cost 


$ 


$ 




) 

5 


Bills of lading. . _ 


. Total cost 


$ 


$ 




5) 

) 


Local repairs, facilities, incidentals. 


_ Total cost 


$ 


$ 


$ 


1 


Film costs: 




A. C. 


Dept. 






rls 9M" by 75' @ $ 




$ 


$ 




5 


rls 6" by 120' @ $ 




$ 


$ 






rls 7" by 12' 3" @ $ 




$ 


$ 






shts 8" by 10" @ . . _.(S 




$ 


$ 




L 


shts 20" by 24" 




$ 


$ 








Total costs $. 


$ 


$ 



J 

) 

i 
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Paper costs 



gr (type).. 


...(size) 


... @ $ 




— $ 


gr (type).. 


...(size) 


... @ $ 


$-- 


... $ 


gr (type).. 


. _ (size) 


... @ $ 




... $ 


gr (type).. 


. . (size) 


@ $ — .. 




... $ 


gr (type).. 


..(size) 


— @ S 


$- 


... $ 


gr (type).. 


_ . (size) 


...@ $ 




... $ 


gr (type).. 


..(size) 


___@ $ 




... $ 


gr (type).. 


..(size) 


_..@ $ 


$- 


... $ 




Chemical costs 




Air Corps 



tanks (3 gal.) developer (film) @ 

tanks ( — gal.) developer (film) @ 

tanks (20 gal.) developer (film) @ — 

tanks (25 gal.) developer (film) @ 

gallons developer (film) @ 

gallons developer (film) @ 

gallons developer (paper) see note @. 

tanks (3 gal.) fixing bath (film) @ 

tanks ( — gal.) fixing bath (film) @ 

tanks (20 gal.) fixing bath (film) 
tanks (25 gal.) fixing bath (film) 

gallons fixing bath (film) @ 

gallons fixing bath (paper) see note @ 



$ $ 

$ $ 

$ $ 



$. 

$ 

$ 

$ 

$ 

$ 

$ 

$ 



$. 

$. 

$ 

$ 

$ 

$ 

$ 

$ 



$ $ 

Total cost $ $ 

Total project cost $ 



Chemical figure basis: Reimbursement to Air Corps $ 

Per qt. developer: 60 8 x 10; 15 16 x 20; 10 20 x 24. 

Per gal. fixing bath: 50 8 x 10; 12 16 x 20; 8 20 x 24. 

c. Duties and responsibilities . — (1) All production and training 
should be covered by work orders initiated by files. Work required 
by custom or competent authority to be undertaken instantly must 
be reported promptly to the files section for initiation of laboratory 
work order. Verbal requirements will always be followed by initia- 
tion of laboratory work orders, which should be accomplished by the 
closely supervised files section rather than by an individual. An 
entry of each work order initiated will be maintained in the files 
section on the monthly production record, and after accompanying 
the material through the various sections, production entries will 
be made after completion and the order filed under monthly records. 

(2) The files section is charged with titling and the storage of 
recorded and titled negatives. Untitled negatives do not form a 
part of negative files and retention of such material should not be 
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required* Files must accomplish the plotting of negatives and initiate i 
the reproduction of index maps to accompany photographic prod- 
ucts. Immediate steps must be taken to obtain and insert in negative 
roll cans index map reproductions of suitable scale which will iden- ; 
tify the negatives. Every can must contain an index map. 

(3) Files are charged with ascertaining knowledge of and fur- 
nishing information relative to the status of uncompleted work. 
Decisions involving priorities are coordinated and executed through 
the files section which must know the obligations of the laboratory 
and the state of current production. The laboratory commander and 
laboratory chief must support the supervision contemplated above 
or the system will be impaired to the extent that satisfactory pro- 
duction will be accomplished only when the material is personally 
conducted by them through the laboratory. This cannot be the case 
because the commander has administrative duties and his chief 
laboratory technician must devote much of his time to darkroom 
production quality, teamwork, plant maintenance, repair, and person- 
nel and operating problems. 

(4) The files section should verify the quantity and quality of 
production preliminary to distribution. 

(5) Files must effect or authenticate distribution. 

(6) Air Corps Circular No. 95-3 governs the titling and identifi- 
cation legend to be used on all negatives. A loose-leaf file book 
should be maintained for negative files, listing each negative, ade- 
quately supported by subject cross-reference index cards. Photo- 
graphic units are authorized an Air Corps 14-inch typewriter for 
photographic files and production records and reports. 

(7) Flight and laboratory personnel must cooperate in the com- 
position of a complete cameraman’s exposure log which supplies all 
the information required by the tactical commander, processing sec- 
tions, and titling requisites of photographic files. This log must 
be delivered to the laboratory with exposed films. 

(8) Film identification is the responsibility of the camera operator 
and must be satisfactorily accomplished prior to film delivery. Toler- 
ance of other identification means will result in the dumping of 
partially unidentified films into the files section, the initiation of un- 
specific work orders, and the partial identification with the aid of 
verbal description. In this case, identification has been made by 
the files section and it is the repository of remaining untitled nega- 
tives incapable of being filed and about which there is hesitation to 
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discard. The laboratory commander should avoid the acceptance of 
unidentified films unless untitled production is required in emergency. 

(9) Photographic files are further charged with the compilation and 
maintenance of all records and correspondence relating to photog- 
raphy and the preparation of reports thereon. Competent assistance 
may be required. 

406. Handling films and negatives. — a. Proper and methodical 
arrangements for the accommodation of films and negatives must be 
made from the time of arrival of exposed films in laboratory to final 
disposition of negatives. This is essential to prompt and orderly 
production and the reduction of fire hazards. 

b. Films should arrive in processing sections accompanied with 
work orders containing instructions relative to processing and pri- 
ority. Information on the work order must include date and hour 
of exposure, subject or type of mission or both, altitude and weather 
conditions, filter, shutter speed, aperture, camera and magazine num- 
bers, and exact number of exposures. The film following the last 
exposure should, in the case of roll film, be marked with the work 
order number assigned and after processing be respooled and delivered 
in the can with the work order bearing appropriate production entry 
to photographic files section. Cut films usually are in small quantities 
and are identifiable with the subjects of the camera operator’s 
log. After processing, they should be placed in preservers in the 
order of subject listing and delivered with the work order to files 
section. In the files section, the negatives remain in a receptacle 
labeled “awaiting titling.” After preparation for further produc- 
tion, which may involve discard of negatives and part rolls, they are 
placed in a receptacle marked “awaiting production,” the work 
order now containing negative numbers and further processing in- 
structions and the whole material so located in the receptacle that 
priority of further processing is indicated. It should be customary 
for the chief printer to visit this section hourly and scan the orders 
taking the first for production as printing progress permits or when 
priority demands. Printing orders customarily are delivered to 
the finishing section after darkroom work is completed, and in the 
cases of small orders on cut films, the films remain with the work 
orders and are delivered with prints to files. Roll films must always 
be returned direct to the files section and placed in the receptacle 
marked “completion.” All other negatives, their prints and the work 
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orders are delivered to this receptacle by the printing chief who 
supervises the finishing section. 

c. Unless essential, the partition of rolls should be avoided. Roll 
use is the safest and most expeditious manner of handling negatives 
from exposure to final storage discard. Rolls must always be kept 
in cans when not the subject of immediate use. 

d. Field operations involving the handling and processing of films 
may differ materially from the normally accepted methods. Those 
work orders whose first requirement is speed in delivery usually in- 
volve only small parts of rolls or single exposures. Several exposures 
may be developed in about 3 minutes, rolls and part rolls in about 
5 to 6 minutes. After the emulsion has cleared in fixation bath, 
single exposures and strips of about three exposures may be placed, 
base down, upon ferrotype plates and the surface water on the 
emulsion swabbed by damp chamois or squeegeed off with print 
squeegee or other flexible rubber wiper without practical injury 
to the negatives. Soaking for 2 minutes in an ethyl alcohol bath, 
followed by airing in heated or dry room or facility for 1 or 2 
minutes, produces negatives sufficiently dry for printing. Methyl 
alcohol should not be used because it will attack a film support. It 
may be necessary to refix and wash these negatives later, though 
usually this is impracticable. Negatives apart from full rolls may 
be given normal handling in chemical baths and then be cut, washed, 
and dried individually or in short strips, with the dispatch indicated, 
and commensurate with the ability of other sections to handle further 
production of the order. Night processing for morning delivery is 
customary and drying in portable facilities involves the intelligent 
use of any heated or otherwise desirable facility. Frequently films 
may be strung across the ceilings or nearby structures, however 
poorly adapted to use, and drying hastened by the use of alcohol, 
gasoline, or kerosene stoves or pots from a safe distance below. A 
full use of cook tents has been made in the past where prior hot fires 
have produced a pocket of warm, dry, upper air. Any expedient 
capable of hastening the drying of films in poor accommodations 
must be utilized to the extent consistent with common sense safety 
factors. 

e. Acetate base films are brittle when dry and in dry climates or 
well-heated interiors they shatter or break readily. When allowed to 
peel from the roll as a ribbon of considerable length, tearing in- 
variably occurs. These negatives are required to be wound on spools, 
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emulsion out, and it is important that the first spooling be accom- 
plished in this manner since much of the excess drying occurs im- 
mediately after processing and the shape assumed by the negative 
base at that time will persist throughout the life of the negative. 
Original excess drying can be avoided on forced air dryers, but when 
recourse is had to free air afforded by slotted wheels or makeshifts, 
the negatives should not be left overnight and must be spooled im- 
mediately after they are sufficiently dry to prevent adhesion. 

/. Film discards and scraps constitute a fire hazard, a subject 
treated in AR 850-65. Strict adherence to smoking prohibitions and 
the designation of one closed waste receptacle for all film discards 
will reduce film fire hazards. 

g. AR 850-65 and Technical Order No. 10-5-1 prescribe proper 
storage facilities and precautions. 

h. Negative files accumulate quickly and untitled negatives in stor- 
age are not tolerated. Laboratory commanders should insist that the 
requirements of film identification be met. Initiative must be exer- 
cised in the transfer or destruction of negatives of questionable value 
to the unit by representations made to the tactical commander and, 
When necessary, through him to interested agencies. 

407. Locations of laboratory sections. — Essential teamwork 
within the laboratory depends largely upon plant lay-out. Even in 
the more or less complete mobile units where section location is pre- 
determined, there is a tendency to develop auxiliary accommodations 
which are frequently essential to required production. This addition, 
the construction or enlargement of portable laboratories and the utili- 
zation of permanent laboratories, should be such as to facilitate the 
exchange of information and materials in the course of production. 

a. Administration and supply are closely correlated in the photo- 
graphic unit. In small units and particularly in the field where in- 
tense personnel utilization is necessary to production requirements 
and plant restrictions, they are advantageously housed together while 
their joint location within the laboratory is relatively unimportant. 

b. Print finishing is usually final production. Where possible, it 
should be accomplished under controlled atmospheric conditions and 
adequate illumination. Whatever the plant accommodations, vigor- 
ous action should be taken to create a housed weather and wind pro- 
tected finishing section, as wind, dust, and dirt defeat print finishing 
quality and the orderly assembly of print orders. All printing dark- 
rooms are best located within a single block, the center of which is 
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occupied by the finishing section and the print passage which is facil- 
itated by the use of wall light traps rather than doors equipped with 
light traps or curtains that delay or hamper ready tray passage. 

c. Photographic files should be located directly opposite or con- 
tiguous to the finishing section. Files must know currently the prog- 
ress of orders through the printing and finishing sections and every 
effort should be made to facilitate this intercourse. Field operation 
requires the closest contact between these sections and limited housing 
frequently results in dual use of existing facilities. 

d. The creation of an adequate negative processing section in a 
portable laboratory is the first consideration of the laboratory per- 
sonnel. The negative processing section requires no special location 
within the unit, though proximity to the files section is advantageous 
to both. 

408. Chemical mixing section. — a. Chemical solutions should be 
prepared in a well-ventilated room unrelated to the storage or proc- 
essing of sensitized materials. A weighing table, equipped with 
suitable scales, should adjoin a sink of generous dimension for the 
actual mixing. A series of formula cards should be employed in card 
index form and the formulas, while conforming to the proportions 
furnished in appendix I, should be computed in the largest amount 
of solutions consistent with the needs of the laboratory in order to 
minimize human error in weighing under adverse conditions. The 
cards should be dated and initialed by the individual responsible for 
the quality of chemical solutions within the laboratory in all cases 
where the specifications differ from the basic formula in any respect, 
including simple increase or decrease in volume. The use of special 
and nonstandard solutions create confusion and lack of confidence 
and responsibility in the laboratory and do not contribute to quality 
work. The feasibility of the use of only one formula in varying 
strengths for all standard processing of sensitized materials has been 
well established. This practice should be quickly adopted in time 
of emergency or for field operation. 

b. The film processing section has the prime need of faultless 
chemical solutions; therefore, chemical mixing is treated as a sub- 
division of that section and selected men should be rotated to relieve 
tedium under the supervision of the individual responsible for film 
processing. 

409. Ventilation. — Adequate ventilation of laboratories is neces- 
sary for the comfort and health of the workmen. A good ventilating 
system is installed in the mobile laboratories and proper ventilation 
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must always be provided in other laboratories. When it becomes 
necessary to use a poorly ventilated space, the men should be divided 
into reliefs and observe a schedule which will allow frequent respites 
and access to the fresh air outside. Care must be taken in building 
light traps that a sufficiently free passage is left for air. 

410. Camera repair. — a. The supply section is charged with the 
custody, maintenance, and repair of cameras in small laboratories 
and during field operations of all photographic laboratories. 
Extensive laboratories and those housed in permanent buildings 
usually facilitate equipment repair by the creation of a camera sec- 
tion having only nominal connection with the supply section. It is 
treated as a part of production and possesses equipment in the same 
sense that darkrooms are equipped for operation. Such a camera 
section is charged with custody, issue, maintenance, and repair of all 
cameras, and such camera mission preparation as is desirable. It 
may be required to accomplish the repair of all cameras and such 
camera mission preparation as is desirable. It may be required to 
accomplish the repair and servicing of all equipment within the limi- 
tations imposed by Technical Orders covering equipment. 

b. Routine maintenance of equipment is best accomplished by the 
adoption and use of equipment cards which provide information re- 
quired to institute unsatisfactory reports and condense instructions 
for maintenance or servicing required by Technical Orders. This, 
or a similar card, should be maintained for individual items of equip- 
ment employing gearing or electric motors, such as print wringers 
and contact printers and other major items having working parts 
subject to replacement. The cards should be assembled according 
to the inspection period to which assigned; for example, all printers 
may be designated for service on the 5th and 20th day of each month, 
print washers and wringers on the 6th and 21st. The back of the 
card should be ruled off to form columns under date for the initials 
of the workman performing the required inspection, oil, greasing, 
service, and overhaul. 
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PHOTOGRAPHIC EQUIPMENT MAINTENANCE RECORD 



Name Type 

Date received Purchase order No 

Contractor 

Electric motor numbers and. 

Periodic service required 



Technical Order. 

Located 

Contractor’s model No. 

H. P__. 



Oiling instructions 



Greasing instructions 



Inspection period to which assigned 

Was unit received new in good condition.. 

Date installed Is machine being, used 

Remarks 



(If parts have been removed from this machine, their disposition and necessity 
for such action must be shown under “Remarks”) 

SEE BACK OF CARD FOR RECORD OF SERVICE. 

c. Only such repairs or adjustments of cameras or laboratory ap- 
paratus will be made in the photographic unit as in the judgment of 
the unit commander can be undertaken with safety or without damage 
to the equipment. Extensive repair to cameras and laboratory equip- 
ment will not be attempted in the photographic unit. Cameras and 
equipment will be returned to the base supply. 

d. Air Corps Circular No. 15-45 requires the maintenance of a 
Camera Inspection Record for each aircraft camera. 

411. Alterations of equipment. — Equipment will be altered only 
when so ordered by higher authority. Such changes are usually di- 
rected by Technical Orders or Technical Radiograms. Equipment will 
be repaired as indicated in the appropriate Technical Order. 

412. Storage of chemicals. — Photographic chemicals are stored 
in accordance with Technical Order No. 24^1-1. 

413. Experiment within the laboratory. — Prolonged test and 
experiment is not the function of a service unit and is detrimental to 
the efficiency of the laboratory. Only those relatively simple and 
brief tests will be made that are necessary to the rendition of intelligent 
and comprehensive unsatisfactory reports. 
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414. Service test equipment. — New types of equipment are usu- 
ally given thorough tests by field units before general adoption and dis- 
tribution in the Air Corps. Sometimes photographic units will be 
called upon to make practical tests of the new types of photographic 
equipment. Before undertaking such tests, thorough instruction should 
be received in the use of the equipment, the tests should be full, fair, 
and impartial as possible, and the recommendations made should be 
consistent with the best interests of the military service. 

415. Care of equipment. — The production of satisfactory work 
by a photographic unit is to a large extent dependent upon the work- 
ing conditions of its equipment. F requent tests and inspections should 
be made of equipment by the unit commander for the purpose of as- 
certaining its operating efficiency, and particularly whether the de- 
tailed instructions that should have been previously issued by him 
governing its use are being strictly observed by the personnel of the 
unit. Prompt and appropriate disciplinary action should be taken in 
any case of neglect or abuse of equipment or disregard of orders or 
instructions concerning it. Any inherent defects in equipment because 
of poor design or defect in manufacture should be made the subject 
of an unsatisfactory report. 

416. Water and electricity. — Modern photography is completely 
dependent on water and electricity. 

a. Base field laboratories require adequate quantities of water under 
pressure. Any water system serving human needs and consumption 
may be presumed to be satisfactory for photographic purposes, though 
frequent filtering will be necessary. It is preferable to maintain a 
laboratory only where adequate water is available rather than under- 
take the correction of a deficiency. Mobile and advanced labora- 
tories are equipped to function from local water systems, from streams 
or ponds nearby, or by the use of auxiliary mobile water tanks. These 
laboratories can operate successfully on most clear waters and roily 
waters are relatively satisfactory after filtering. W at ers with sufficient 
chemical taint to preclude ready use should be avoided by advanced 
field laboratories. 

b. Base field laboratories are always located where adequate outside 
electric current is available. Foresight must be exercised in estimating 
current requirements, and line capacity to the various laboratory sec- 
tions must be given fullest consideration to prevent line overload during 
periods where considerable electric equipment is in simultaneous opera- 
tion. Mobile laboratories are equipped with power source and wiring 
closely calculated for estimated requirements. Additional light and 
power outlets, often desirable under exigencies, should be made only 
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after line capacity and power source have been augmented or deter- 
mined to be sufficient for the contemplated extension. Every effort 
should be made to obtain electric supply from outside source in every 
circumstance, since it is more dependable and less limited. 

417. Storage of inflammable liquids. — Inflammable liquids in 
use in the laboratory should be held to absolute minimum at all times 
and storage facilities for partly used or unsealed containers should 
be maintained at a distance from the laboratory. Technical Order 
No. 10-5-1 refers to such storage. 

418. Laboratory fire exits, darkroom exit signs, and electric 
fixtures and restrictions. — AR 850-65 covers the marking of exits 
and exit sign specifications and prescribes electric circuits and fixtures 
used in connection with certain phases of film processing. 

419. Fire extinguishers. — a. Soda and acid. — (1) Soda and acid 
fire extinguishers contain chemicals for generating carbon dioxide 
rapidly, as by mixing sulfuric acid with a solution of sodium bi- 
carbonate when the apparatus is inverted. Water is the extinguish- 
ing agent. The pressure exerted by gas forces a stream of water 
on the fire. This appliance is effective on incipient fires in ordinary 
burning materials such as wood, paper, textiles, rubbish, or a com- 
bination of these materials where the quenching and cooling effect 
of quantities of water is of the first importance. 

(2) To operate, turn upside down. Direct the stream at the base 
of the flames. Follow the flames with the stream. 

Caution: Do not use on electricity, gasoline, or any other liquid 
that is lighter than water. 

b. Foam. — (1) The basis of the foam system of fire extinguishing 
is the use of chemicals that combine to create a large volume of carbon 
dioxide gas confined in tough, durable bubbles of foam easily applied 
and readily adhering to any burning surface. The mixture spreads 
out as a blanket, smothering the fire. It is most effective on oil fires. 
In ordinary burning materials, the foam may be used to coat the 
surface of the burning area, as a blanket. It does not penetrate so 
well as water. 

(2) To operate, turn upside down. The stream should be directed 
against the inside of the opposite wall of the tank above the burning 
liquid so as not to splash fire. Walk around the fire if possible. If 
the fire is on the floor, stand back and allow the foam to fall on the 
fire without much force, preventing the spread of flames. 

Caution: Do not use on electricity. 

c. Carbon tetrachloride. — (1) When a stream of this liquid is di- 
rected against a burning surface, the heat causes it to evaporate in- 
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stantly, forming a heavy gas that displaces the air in contact with 
the burning material. It is a nonconductor of electricity and may 
be used on all types of material fires except photographic films and 
similar plastics. Rooms, closets, or confined spaces should be ventilated 
immediately after using the extinguisher. 

(2) To operate, turn black wheel on the back of the extinguisher. 
Direct the stream at the base of the flames and work around the fire 
rapidly. If the fire is in a container or tank, direct the stream against 
the inside opposite wall above the level of the burning liquid. 

Caution: Do not use on photographic films as the toxic phosgene is 
liberated. 

d. Carbon dioxide. — (1) This extinguisher may be used for films, 
alcohol, gasoline, oil, paint, varnish, paraffin, lacquer, inflammable 
chemicals and liquids. 

(2) To operate, pull lock pin on the top of the extinguisher then 
turn the valve on top of the extinguisher as indicated by the arrow 
on top of the valve. This will discharge the gas in the extinguisher. 
Direct the discharge as close to the fire as possible, applying first 
to the edge and at the bottom of the fire, and progressing forward 
and upward. Move the discharge horn slowly from side to side. Con- 
tinue the discharge even after the fire has been extinguished to cool 
the liquid and prevent possible reflash. 

Caution: Do not turn on extinguisher until in position ready to 
fight the fire. 
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Appendix I 
FORMULARY 

Paragraph 



General 1 

Time of development 2 

Developer formulas 3 

Fixing solutions 4 

Rinse and stop baths 5 

Reducing solutions 6 

Intensification 7 

Toning 8 

Miscellaneous formulas 9 



1. General. — It is quite possible to select one developing formula 
which will give satisfactory results with many sensitized materials, 
but certain emulsions definitely require specific formulas to insure 
optimum results. If a developer is being selected for a particular use, 
both the sensitized material and the specific type of work to be accom- 
plished should be carefully considered. The recommended procedure 
in processing is to use the developer which is specified for the particular 
emulsion. The purpose of this formulary is to furnish the data neces- 
sary for mixing and using solutions as to chemicals, quantities, tem- 
perature, method of use, dilution, and length of time a material is to 
be treated. 

2. Time of development. — The developing time as stated in the 
directions with each developed formula is not intended to be definite 
for all materials and types of work, but is merely an approximate 
guide to be used when the correct time is not known. It is impossible 
to state one developing time for all materials because the photographic 
image is influenced by many other factors, such as range of brightness 
in the subject, type of lighting, inherent contrast of material, emulsion 
speed, and color sensitivity. 

3. Developer formulas. — a. For negative materials. — (1) Nor- 
mal contrast developers. 

(a) Air Corps specification developer. 

Stock solution 



Water (at 100° F.) 

Metol 

Sodium sulfite (des.) 

Hy droquinone ^ 

Sodium carbonate (des.) 

Water to make 
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96 ounces 

198 grains 

6 ounces, 176 grains 
_ 1 ounce, 44 grains 

7 ounces, 264 grains 

1 gallon 
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Dissolve about one-tenth of sulfite, then the remaining chemicals 
the order given. For films in tray, use one part of stock solution 
four parts of water. Develop 4 to 6 minutes at 65° F. For tank de- 
velopment, dilute one to four. Develop 5y z to 7% minutes with 
continuous agitation. 

(ft) ABC pyro developer. 



Solution A 



Water (at 100° F.) 1 gallon 

Potassium metabisulfite 4 ounces 

Metol 4 ounces 

Pyro (crystals) 4 ounces 

Potassium bromide 220 grains 



Dissolve about one-half the metabisulfite and then the metol. Dis- 
solve the remainder of the metabisulfite, then the pyro, and last the 
bromide. 



Solution B 



Water (at 100° F.) 1 gallon 

Sodium sulfite (des.) 14 ounces 

Solution C 

Water (at 120° F.) 1 gallon 

Sodium carbonate _ 10 ounces 



For use, dissolve one part of each solution in six parts of water. De- 
velop 6 to 9 minutes in tray at 65° F. 

( c ) Metol-hydroquinone-borax developer (for maximum shadow 
detail). 



Water .(about 125° F.) 

Metol 

Sodium sulfite (des.)_ 

Hydroquinone 

Borax, granular 

Water to make 



96 ounces 

106 grains 

13 ounces, 110 grains 

290 grains 

116 grains 

1 gallon 



Dissolve chemicals in the order given. Use without dilution. Aver- 
age development time about 20 minutes in tank at 65° F. or about 12 
to 15 minutes in tray. 

{d) Metol-hydroguinone developer (for all types of films). 
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Stock solution 

Water (about 125° F.) 64 ounces 

Metol 180 grains 

Sodium sulfite (des.) 6 ounces 

Hydroquinone 1 ounce, 260 grains 

Sodium carbonate (des.) 9 ounces 

Potassium bromide 108 grains 

W a ter to make 1 gallon 

Dilute one part stock solution to 4 parts water. Develop films 4 to 
6 minutes at 66° F. in tray. 

( e ) Metol-hydroqumone developer (for all cut films and plates). 



Stock solution 



Water (about 125° F.) 64 ounces 

Metol 180 grains 

Sodium sulfite (des.) 12 ounces 

Sodium bisulfite 120 grains 

Hydroquinone 340 grains 

Sodium carbonate (des.) 1 ounce, 220 grains 

Potassium bromide 96 grains 

Cold water to make 1 gallon 

Dissolve chemicals in the order given. For tray development, take 
one part stock solution to one part water. Develop about 7 minutes 
at 65° F. For tank development, take one part stock solution to three 
parts water. Develop about 14 minutes at 65° F. 

(2) Process work; high contrast developers . 

(a) Process developer. 



Water (about 125° F.)_. 

Metol 

Sodium sulfide (des.) — 

Hydroquinone 

Sodium carbonate (des.) 

Potassium bromide 

Cold water to make 



64 ounces 

60 grains 

10 ounces 

_1 ounce, 80 grains 
3 ounces, 145 grains 

290 grains 

1 gallon 



Dissolve chemicals in the order given. Use without dilution. Average 
development time about 5 minutes in tank or 4 minutes in tray at 65° F., 
or about 4 minutes in tank or 3 minutes in tray at 70° F. When less ' 
contrast is desired, the developer should be diluted with an equal vol- 
ume of water. 
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(&) For extreme contrast films (Gamma range =7 to 10). 

Water (at 125° F.) 64 ounces 

Sodium sulfite (des.) 4 ounces 

Trioxymethylene (paraformaldehyde) 1 ounce 

Potassium metabisulfite 150 grains 

Boric acid crystals 1 ounce 

Hydroquinone 3 ounces 

Potassium bromide 90 grains 

Water to make 1 gallon 



This developer should stand for at least 2 hours before use and should 
not be used with ordinary process emulsions. Develop about 2 min- 
utes at a temperature of 65° to 70° F. At any higher temperature, 
the solution rapidly loses its strength. This solution loses strength 
rapidly in open trays. 

(c) Specification developer. — This developer may be used also with 
process film at full strength. Develop 4 minutes at 65° F. in tray. 

(3) Fine grain developer (sodium metaborate). 



Water (about 125° F.) 96 ounces 

Metol 290 grains 

Sodium sulfite (des.) 13 ounces, 110 grains 

Sodium metaborate ,4H 2 0 (Kodalk) 116 grains 

Sodium sulfocyanate 1 (thiocyanate) 58 grains 

Potassium bromide 29 grains 

Cold water to make 1 gallon 



1 An equal quantity of potassium sulfocyanate may be substituted. 

Dissolve chemicals in the order given. Use without dilution. Average 
development time about 20 minutes in tank at 65° F., or about 16 



minutes in tray. 

(4) Tropical developer. 

Water (at 125° F.) 96 ounces 

Para-aminophenol hydrochloride 400 grains 

Sodium sulfite (des.) 6 ounces, 290 grains 

Sodium carbonate (des.) 6 ounces, 290 grains 

Water to make 1 gallon 



Dissolve chemicals in the order given, using full strength. Average 
time of development 7 to 9 minutes in tray at 65° F., and 3 to 4 minutes 
at 80° F. If the temperature of the developer is 80° F. or above, add 
6 ounces sodium sulfate (desiccated) to 1 gallon of solution. 
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(5) Speed processing (for negatives). 

Water (cool, 60° F. to 70° F.) 

Metol 

Sodium sulfite (anhydrous) 

Hydroquinone 

Sodium hydroxide 

Water to concentration 



90 ounces 

1 % ounces, 30 grains 

10 ounces 

3 y 2 ounces, 60 grains 
3 y 2 ounces, 60 grains 
(about 112 ounces) 



Dissolve chemicals in the order given, using full strength. Develop 
10 seconds in tray at 80° F. Rinse for the same time. 

(6) Aerial film developers. — (a) Specification developer . — Dilute 
one part stock solution with four parts water. Develop 8 to 15 min- 
utes at 65° F. Automatic tank development. 

(6) For tray or tank use. 



Water (at 120° F.) 

Metol 

Sodium sulfite (des.) — 

Hydroquinone 

Sodium carbonate (des.) 

Potassium bromide 

Water to make 



64 ounces 

128 grains 

9 ounces, 265 grains 
_ 1 ounce, 75 grains 
. 6 ounces, 180 grains 

240 grains 

1 gallon 



Dissolve chemicals in the order given, using full strength. Develop 
about 15 minutes at 65° F. in automatic developing tank. 

b. For positive materials. — (1) Specification developer . — Dilute one 
part stock solution with two parts of water. 



Chloride paper 

Bromide paper 

Bromochloride paper 
Lantern slides 



1 to 114 minutes at 65° F. 

2 to 2 y 2 minutes at 65° F. 

2 to 2 y 2 minutes at 65° F. 
2 to 3 minutes at 65° F. 



(2) For bromide and bromochloride papers. 



Water (at 120° F.) 64 ounces 

Metol 88 grains 

Sodium sulfite (des.) 3 ounces 

Hydroquinone 360 grains 

Sodium carbonate (des.) 2 ounces 

Potassium bromide 88 grains 

Water to make 1 gallon 



Dissolve chemicals in order given. Dilute 1 to 1. Develop 2 to 3 
minutes at 65° F. 

(3) Chloride paper developer (for blue-black tones). 
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Stock solution 



Water (at 120° F.) 

Metol 

Sodium sulfite (des.) 5 ounces, 

Hydroquinone 1 ounce, 

Sodium carbonate (des.) 

Potassium bromide 

Water to make 



64 ounces 
160 grains 
145 grains 
190 grains 
10 ounces 
48 grains 
1 gallon 



Dissolve ohemicals in order given. Dilute stock solution in two parts 
of water. Develop 1 minute at 65° F. or 45 seconds at 70° F. 

(4) Lantern slide developer (for warm black tones). 



Stock solution A 



Water (at 125° F.) 64 ounces 

Sodium sulfite (des.) 360 grains 

Hydroquinone 400 grains 

Potassium bromide 200 grains 

Citric acid 40 grains 

Cold water to make 1 gallon 



Stock solution B 



Cold water 1 gallon 

Sodium carbonate (des.) 4 ounces 

Sodium, hydroxide 240 grains 



Dissolve chemicals in the order given. For use, take equal parts 
of A and B. For still warmer tones, take one part of .A to two parts 
of B. Stir thoroughly before use. Develop about 5 minutes at 
70° F. 

(5) Lantern slide developer (for cold black tones). — Use specifi- 
cation developer, 1 to 2, for 2 to 3 minutes. 

4. Fixing solutions. — a. Acid hardening -fixing hath (for films, 
plates, papers) . 



Solution A 



Sodium thiosulfate (hypo) 2 pounds 

Water to make 1 gallon 



Dissolve completely. If hydrometer issued, reading should be 68 
at 65° F. 
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Solution B (hardening bath) 

Water (at 125° F.) 56 ounces 

Sodium sulfite (des.) 8 ounces 

Acetic acid (28 percent) 24 fluid ounces 

Potassium alum 8 ounces 

Water to make 1 gallon 



Dissolve chemicals in the order given. For use, add one part hardener 
to six parts plain hypo solution. Fix films, plates, or papers for 15 
minutes at 70° F. 

b. Boi'ic acid hardening -fixing bath (more stable and better hard- 



ening) . 

Water (at 125° F.) 80 ounces 

Sodium thiosulfate (hypo) 2 pounds 

Sodium sulfite (des.) 2 ounces 

Acetic acid (28 percent) 6 ounces 

Boric acid (crystals) 1 ounce 

Potassium alum 2 ounces 

Water to make— 1 gallon 



Dissolve chemicals in the order given. Films and plates will fix 
completely in 10 minutes in fresh bath. 
c. Formalin fixing hardening bath. 



Sodium thiosulfate 36 ounces 

Sodium sulfite (des.) 7 ounces, 80 grains 

Formalin (40 percent formaldehyde) 17 ounces 

Water to make 1 gallon 

Dissolve chemicals in order given. 

d. Nonhardening fixing bath (for paper prints). 

Water (at 125° F.) 64 ounces 

Sodium thiosulfate (hypo) 2 pounds 

Sodium sulfite (des.) 1 ounce, 140 grains 

Sodium bisulfite 3 ounces, 140 grains 

Water to make 1 gallon 



Dissolve chemicals in order given. Do not use above 65° F. Dry 
prints slowly. 

5. Rinse and stop baths. — (a.) Acetic acid rinse (for papers). 



Water 1 gallon 

Acetic acid (28 percent) 6 ounces 



Rinse prints at least 5 seconds, 65° F. 
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b. Acetic acid 'rinse (for films arid plates) . 

Water 1 gallon 

Acetic acid (28 percent) 16 ounces 

Rinse negative about 5 seconds, 65° F. 

c. Tropical hardener rinse (films and plates). 

Water 1 gallon 

Potassium chrome alum 4 ounces 

Sodium sulfate (des.) 8 ounces 



To be used after brief water rinse if temperature is below 85° F. If 
above 85° F., omit water rinse. Discard bath when it appears yellow- 
green. 

6. Reducing solutions. — a. Subtractive reducer. 



Solution A 

Water 16 ounces 

Potassimum ferricyanide 1^4 ounces 

Solution B 

Water 1 gallon 

Sodium thiosulfate (hypo) 2 pounds 



Add one part A to four parts B ; then add water to make 32 parts. 
Pour solution over negative to be treated. Examine negative fre- 
quently during reduction and remove to wash when sufficiently reduced. 
b. Proportional reducer. 



Stock solution A 

Water 32 ounces 

Potassium permanganate 4 grains 

Sulfuric acid (10 percent) y 2 ounce 

) 

) 

Stock solution B 

L 

Water 96 ounces 

Ammonium persulfate 3 ounces 



Take one part solution A to three parts solution B. When the nega- 
tive is sufficiently reduced, clear in 1 percent sodium bisulfite. Wash 
negative thoroughly before drying. 
c. Superproportional reducer. 

Stock solution 



Water 1 gallon 

Ammonium persulfate 8 ounces 

Sulfuric acid, concentrated 3 drams 

J 
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Dilute one part stock in two parts water. When reducing is complete, 
immerse negative in acid fixing bath for a few minutes and wash 
i thoroughly. If reduction is too rapid, dilute further. 

7. Intensification- — a. Mercuric chloride intensifier. 



Bleacher 



Water (cool, 60° F. to 70° F.) 

Potassium bromide 

Mercuric chloride 

Water to make 



28 ounces 

ounce, 55 grains 
14 ounce, 55 grains 
32 ounces 



After negative is bleached, wash thoroughly and blacken in either of 
the three solutions given below. These solutions give greater density 
in the order given. 

Solution No. 1 



10 percent solution of sodium sulfite. The B solution of ABC 
developer works satisfactorily. 

Solution No. £ 



One-half tray strength metol hydroquinone developer (specification 
developer). 

Solution No. 3 



10 percent solution of ammonia. 

b. Chromium intensifier (for professional films and plates). 

Stock solution 



Water 32 ounces 

Potassium bichromate 3 ounces 

Hydrochloric acid (C. P.) 2 fluid ounces 



For use, take one part stock to 10 parts water. Harden negative with 
alkaline solution of formalin before intensification to prevent reticu- 
lation. Bleach negative thoroughly and wash for 5 minutes. Re- 
develop fully in a non-staining developer. (Avoid developers with 
high sulfite content.) 

8. Toning (Sepia toning, redeveloping process). 



Bleacher 



Water (cool, 60° F. to 70° F.) 18 ounces 

Potassium ferricyanide 1 ounce 

Potassium bromide 1 ounce 

Water to make 24 ounces 



311 



1 



Digitized by Google 



Original from 

UNIVERSITY OF CALIFORNIA 




TM 1-219 
8-0 



AIR CORPS 



For use, dilute one part of above stock solution to one part water. 

Not*. — While the above solution may be mixed In the order given, the operation 
la facilitated by grinding ferricyanide and bromide together, with mortar and 
pestle, and dissolving in the water. 

Redeveloper 



Water (at 100° F.) 12 ounces 

Sodium sulfide (not sulfite) 1 ounce 



For use, one part stock solution to eight parts water. 

Note. — Use enamel trays (no metal exposed) for the above two solutions. If 
bine (or greenish) spots appear on prints it Is an indication of iron in water, 
either from trays or in the ferricyanide itself. 

Caution: As the fumes of sodium sulfide are harmful to sensitized 
emulsions, this chemical should not be mixed or used in a place where 
the fumes will come into contact with such materials. 

9. Miscellaneous formulas. — a. Tray cleaner. 



Potassium dichromate (or bichromate) 16 ounces 

Water (cool, 60° F. to 70° F.) to make 112 ounces 

Sulfuric acid (C. P.) 16 ounces 



Dissolve potassium dichromate and then add sulfuric acid slowly 
to the solution. Adding the acid too fast will result in overheating. 
Caution : Never add water to acid, but add acid to water. 
b. Tray clecmer (nitric acid). — For cleaning Allegheny metal 
trays, buckets, and other containers, use a 25 percent solution of 



nitric acid. 

c. Ferrotype polish. 

Benzol (benzole or benzene) 15 ounces 

Paraffin shavings 75 grains 



The above amount of paraffin is correct for black ferrotype tins. 
For chromium ferrotype tins, use 25 to 50 grains of paraffin to 15 
ounces of the solvent. 

d. Print bleacher (for converting prints into line drawings). 



Water (cool) 12 ounces 

Potassium iodide 65 grains 

Iodine (black crystals) 10 grains 

Water to make 16 ounces 



Bleach print until image has disappeared, then fix in plain, flamy 
bath. 
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e. Gum arabic (adhesive). 

Water 

Salicylic acid 

Gum arabic 

Glycerin 



.1 % gallons 
. 160 grains 
. 8 pounds 

. 16 ounces 



Note. — If this solution is inclined to ferment with age, the amount of salicylic 
acid may be increased. 



/. Hypo test solution. 

Water (cool, 60° F. to 70° F., preferably distilled) 8 ounces 

Potassium permanganate 4 grains 

Sodium hydroxide 8 grains 



Use 14 dram (15 drops) of above solution to 8 ounces of water, prefer- 
ably distilled. Pour y 2 ounce of this solution in small graduate. 
Take equivalent of six 4- by 6-inch prints from water, drain hurriedly, 
and allow drippings to drip into the y 2 ounce of solution for 80 seconds. 
The least trace of hypo in the water draining from the prints will 
cause this violet solution to turn to an orange color. If more hypo 
is present in the drippings, the solution will change to a greenish- 
yellow color. As certain impurities in water will cause similar dis- 
coloration of the solution, a number of drops of tap water, equivalent 
to number of drops to be dropped from prints, should be dropped 
into the y 2 ounce of violet-colored solution. If no change in color 
takes place, any change in color that will take place from the water 
drained from prints will be due to the presence of hypo which will 
prove that the prints have not been sufficiently washed. 



g. Hypo eliminator. 

Water 16 ounces 

Hydrogen peroxide ( 8 percent ) 4 fluid ounces 

Ammonia (3 percent) 3*4 fluid ounces 

Water to make 32 ounces 



Directions for use : Wash prints for 30 minutes at 65° F. Immerse 
each print for 6 minutes in hypo eliminator solution, then wash for 
10 minutes and dry. Capacity of bath is about fifty 8 x 10 prints or 
the equivalent per gallon. 
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Appendix II 

LIST OF CHEMICALS 



Name and chemical 
formula 


Ounces of chemical in 
100 ounces (fluid) 
of saturated solu- 
tion at 


Uses in photography 




40° F. 


-a 

o 

o 




Acid, acetic 

HCjHjOj 


* M. A. P. 


1 M. A. P. 


Acid rinse baths, fixing baths. 
(Poisonous.) 


Acid, citric . 

h 3 c # h 8 o, 


78 


88 


Keeper in developers, clearing 
baths. 


Acid, hydrochloric or 
muriatic. 

HC1 


M. A. P. 


M. A. P. 


Platinotype and carbon proc- 
esses and intensification 
with mercury. 


Acid, nitric 

HNO, 


M. A. P. 


M. A. P. 


Making emulsions, keeper in 
pyro developer. To clean 
stainless steel trays. 


Acid, oxalic 

H,Cj. 042H,0 


7 y* 


14H 


Keeper in developers. Used 
in preparing potassium and 
ferrous oxalate. (Poison- 
ous.) 


Acid, salicylic 

C,H4(OH) cooh 


Ya approx. 


Yi approx. 


Preservative in glues, mucil- 
ages, and gum arabic mucil- 
age. 


Acid, sulfuric 

H s S0 4 


M. A. P. 


M. A. P. 


Fixing baths, bleachers, rinse 
baths, tray cleaners. 


Acetone 

C 3 H»0 


M. A. P. 


M. A. P. 


Solvent of celluloid, used in 
varnishes and film cement. 


Alcohol, ethyl - 

C 2 H 5 OH 


M. A. P. 


M. A. P. 


Used in stock solutions of 
M. Q. developer to prevent 
crystallization. Rapid dry- 
ing and cleaning. 


Alum, potassium 

A1 2 K 2 (S04)j24Hj0 


6 y* 


11H 


To harden gelatin in hardening 
baths and fixing baths. To 
purify water. 


Alum, potassium chrome. 
K 2 Cr 2 (S04) 3 24H 2 0 


15 Yx 


20tf 


Used in fixing baths and hard- 
ening baths for negatives. 


Amidol (diaminophenol 
Hydrochloride) . 
C,H 3 (0H)(NH 4 ) 2 HC1 
0,2,4) 


20 H 


26 


A developing agent especially 
suited for tropical develop- 
ers. 


Ammonia 

NH 4 OH 

1 Mixes all proportions 


M.A.P. 


M.A.P. 

314 


To ripen emulsions, accelerator 
in pyro developers, as a 
cleaning agent. 
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LIST OF CHEMICALS— Continued 



Name and chemical 
formula 


Ounces of chemical in 
100 ounces (fluid) 
of saturated solu- 
tion at 


Uses in photography 




40° F. 


-4 

0 

0 

|*1 




Ammonium bromide 

NH 4 Br 


52 


57 


Making emulsions. Restrain- 
er in developers. 


Ammonium chloride 

NH 4 C1 


26 


30 


Making emulsions. Rapid Ax- 
ing agent in Axing baths. 


Ammonium persulfate-. 


52 


62 


Used in negative reducers. 


(NH^AO, 








Ammonium thiocyanate 

nh 4 cns 


62 


73 


Used in toning. Can be used 
as a silver solvent in fixing 
baths. 


Amyl acetate 

C*Hi,CjHjOi 


Soluble in alcohol or 
ether 


Preparation of varnishes. 


Barium sulfate 

BaS0 4 


Insoluble 


Insoluble 


Also called blanc fix6. Used 
in making baryta paper. 


Borax (sodium tetrabo- 
rate). 

NajB 4 O 7 .10H s O 


2* 


7 % 


Used in toning, in developers. 
Acts as a restrainer with 
pyro and as an accelerator 
with hydrochinone. 


Calcium chloride - 


Very sol- 


Very sol- 


Packed in containers of emul- 


CaCl 2 


uble 


uble 


sions to absorb moisture. 


Carbitol acetate (Di- 
ethylene glycol) (mono- 
ethyl ether acetate). 


M. A. P. 


M. A. P. 


Used as a substitute for glyc- 
erin to soften emulsions 
prior to ferrotyping. 


Caustic potash (See po- 
tassium hydroxide). 


78 


83 


Accelerator in process develop- 
ers. In hypo test solutions. 


KOH 








Caustic soda (See so- 
dium hydroxide). 


50 


83 


Accelerator in process develop- 
ers. 


NaOH 








Diaminophenol hydro- 
chloride(See Amidol). 


20^ 


26 


Developing agent. Often used 
in tropical developers. 


C 4 H,(0H)(NH 4 ),.HC1 
0, 2, 4) 








Formalin (formaldehyde) 
CHjO 


M. A. P. 


M. A. P. 


40 percent formaldehyde. 
Used to harden gelatin in 
fixing baths and hardening 
baths. Used to prevent 
germicidal growths in trays, 
tanks, etc. 


Glycerin . 

C»Hj(OH)i 


M. A. P. 


M. A. P. 


Used as a solvent for some 
chemicals. Used to prevent 
curl of films and papers. 
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LIST OF CHEMICALS— Continued 



Name and chemical 
formula 


1 

1 

Ounces of chemical in 
100 ounces (fluid) 
of saturated solu- 
tion at 


Uses in photography 




40° F. 


fa 

O 

O 




Glycin (Paroxyphenyl- 


1 

Soluble ir 


i alkaline 


Nonstaining developing agent. 


glycin) 


solution 


Trade name: Athenon. 


C,H 4 (OH)(NH.CH 2 

COOH) 








Gold chloride 

AuClj 


79 


100+ 

j 


Toning of P. O. P. and in 
hypo-alum-gold toning proc- 
esses. 


Hydroquinone 

C,H 4 (OH) 2 (l, 4) 


4tf 


6 % 


Developing agent. Generally 
used in combination with 
metol. 


Hypo (See sodium 
thiosulfate). 
Na J S J 0 s .5H,0 


73 


93 


Most common fixing agent. 
Used in fixing baths. Farm- 
er’s reducer and in bleach- 
ing processes. 


Iodine _ _ . 

t Ij 

Iron (Ammono-citrate 
of) 


Practically insoluble 

1 

. 

I ! 


In bleachers for prints. 

Making blueprint paper and 
iron toning processes. 


Fe,(NH 4 )j(C,H,0 7 ), 








Lead nitrate. 

Pb (N0 3 ) 2 


39 K 


51 


In intensification and in so- 
lutions for combined toning 
and fixing. 


Mercuric chloride 

HgCl 2 


4 




Very poisonous. Used in in- 
tensification. 


Mercuric iodide 

Hgl 2 


Insoluble 


Insoluble 


Very poisonous. Soluble in 
solution of sodium sulfite, 
hypo or potassium iodide. 
Intensification. 


M e t o 1 (monomethyl 
paraminophenol 
sulfate) . 
C,H 4 (OH)(NH) 

ch 3 h 2 so 


5+ 4 


00 


The most used developing 
agent. Trade names: Elon, 
Rhodol, and Pictol. 


Para-aminophenol hy- 
drochloride. 
C # H 4 (OH)(NH 2 ).* 
(COOH) (1, 4) 
Paraformaldehyde, or 
trioxmethylene. 
(COOI 2 ) 3 1 


1 y* 


I 

1 

1 

1 

1 

1 

to 


Developing agent, especially 
suitable for tropical de- 
velopers. Trade name: 
Kodelon. 

Accelerator used in process 
developers where extreme 
contrast is desired. 
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Ounces of chemical in 








100 ounces (fluid) 






Name and chemical 
formula 


of saturated solu- 
tion at 


Uses in photography 






O 

O 


F. 


O 

O 






Paraphenylene diamine 


• 






A skin irritant. Used as a fine- 




C,H < (NH 3 ) j 








grain developing agent. 




Potassium bichromate.. 




654 


14H 


Photo-mechanical and pig- 




KjCrjOr 








ment processes, print bleach- 
ers, intensification, tray 
cleaners. 




Potassium bromide. . . . 




50 


56 


Making emulsions. The most 




KBr 








used restrainer. Print 
bleachers. 




Potassium carbonate 




83 


85 


Accelerator in developers. 




anhydrous. 

KjCOj 








Rapid drying of negatives. 




Potassium cyanide 




46 


52 


Deadly poison. Used in 




KCN 








bleachers and intensification 
processes. Can be used as a 
fixing agent for some emul- 
sions. 




Potassium ferricyanide.. 




30 


36 


Used in bleachers and reducers. 




K,Fe(CN), 
Potassium hydroxide 




78 


83 


Accelerator in process develop- 




(caustic potash) 
KOH 








era. Hypo test solutions. 




Potassium iodide 




99 


104 


Manufacture of emulsions, re- 




KI 








strainer in developers, in- 


) 

53 

) 

) 










tensification, bleaching solu- 
tions. 


3^ 


Potassium metabisul- 




47 


57 


Keeper or preservative in de- 


) 


fite. 








velopera. In fixing baths as 


3 

3 


KAO. 








an acid and preservative. 


1 

3 


Potassium oxalate 




29 


36H 


Used as a developer in the 


J 

) 

3 


K 2 C 2 O 4 .HJO 








platinotype process. 


33 


Potassium permanga- 




3 54 


654 


Reducers, stain removers, tray 




nate. 








cleaners, hypo test solutions, 


3 


KMnO« 








bleach bath in reversal pro©- 


3 










ess. 




Pyrogallic acid (pyro)_. 




36 


57 


Staining developing agent. 


! 


C*(OH),(l, 2 , 3) 








Used only in developers for 


1 










negatives. 



J 

) 

i 



r i 
3 
) 
n 
> 
> 
) 
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LIST OF CHEMICALS— Continued 



Name and chemical 
formula 


Ounces of chemical in 
100 ounces (fluid) 
of saturated solu- 
tion at 


Uses in photography 




40° F. 


o 

© 




Silver bromide 


Insoluble 


Insoluble 


Making emulsions. 


AgBr 








Silver chloride 


do 


do 


do 


AgCl 








Silver nitrate 

AgNO, 


109 


135 


Making emulsions, intensifiers, 
physical developers. 


Sodium bisulfite-, 

NaHSOj 


52 


52 


Preservative or keeper in de- 
velopers. Acid and keeper 
in fixing baths. 


Sodium bromide. 

NaBr 


67 


73 


Making emulsions. Restrain- 
er in developer. 


Sodium carbonate (an- 
hydrous). 


10 % 


24 


The most used accelerator in 
developers. 


NajCOj 








Sodium carbonate (mon- 
ohydrated) . 


12 


28 


The most used accelerator in 
developers. 


Na2C0 3 .H 2 0 








Sodium chloride (com- 
mon table salt). 
NaCl 


31 


31 


Making emulsions. Restrainer 
in developers. Hypo-alum 
toning bath. 


Sodium hydroxide (cau- 
stic soda). 


50 


83 


Accelerator in process devel- 
opers. 


NaOH 








Sodium metaborate, 
crystal. 


23 


33 


Accelerator in fine-grain and 
other negative developer. 
Trade name: Kodalk. 


Sodium sulfate (anhy- 
drous). 

NajSO< 


5 % 


20 % 


In preparation of barium sol- 
fate. In negative develop- 
ers to prevent excessive 
swelling emulsion. Tends to 
coagulate gelatin. 


Sodium sulfate, (crys- 
tal). 


10 % 


41 


Same uses as sodium sulfate, 
anhydrous. 


NajSO^.lOHaO 








Sodium sulfide (fused) . 
NaS 


13 % 


17 % 


Redeveloper in sepia toning. 
Blackener in process work. 


Sodium sulfide (crys- 
tal). 


36 % 


47 


Same uses as sodium sulfide, 
fused. 


NajS.9H 2 0 
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LIST OF CHEMICALS — Continued 



Name and chemical 
formula 


Ounces of chemical in 
100 ounces (fluid) 
of saturated solu- 
tion at 


Uses in photography 




O 

O 


•4 

o 

o 

*4 




Sodium sulfite (anhy- 
drous.) 

NajSO, 


17)4 


28 ' 


The most used preservative in 
developers and fixing baths. 
Blackener in intensification. 


Sodium tetraborate (see 
borax). 

Na a B«0 7 .10H,0 


2)4 


7 % 


Used in toning processes. In 
developers acts as a re- 
strainer with pyro and as an 
accelerator with hydroqui- 
none. 


Sodium thiosulfate 
crystal (hypo). 
Na*SjO).5H a O 


73 


93 


Most used fixing agent for 
silver halides. Used in fixing 
baths and in Farmer’s re- 
ducer. 
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TABLES USED IN PHOTOGRAPHY 

WEIGHTS AND MEASURES 



Weights 


Pound 

Ob.) 


Ounces 

(oz.) 


Grains 

(gr.) 


Grams 

(gm) 


1 


16 


7, 000 


453. 60 




1 


437. 5 


28. 35 






1 


. 065 








1 



Liquid measure 


Gallon 


Quarts 


Ounces 


Drams 


Minims 


Cubic 


(gal.) 


(qts.) 


(oz.) 


(dr.) 


(min.) 


centimeters 
' (cc.) 


1 


4 


128 


1, 024 


61, 440 


3, 785. 44 




1 


32 


256 


15, 360 


946. 36 






1 


8 


480 


29. 57 








1 


60 


a 70 










1 


. 62 
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TEMPERATURE CONVERSION 



Centigrade 


Fahrenheit 


Centigrade 


Fahrenheit 


- 17. 80° 


0° 


32. 20° 


o 

o 

o 


-15. 00° 


5° 


37. 80° 


100° 


- 12. 20° 


10° 


42. 20° 


110° 


-9. 45° 


15° 


48. 90° 


120° 


-6. 67° 


20° 


54. 60° 


130° 


-3 89° 


25° 


60. 00° 


140° 


0° freezing point 32° of water 


65. 60° 


150° 


4 45° 


40° 


71. 10° 


160° 


7. 22° 


45° 


76. 60° 


170° 


10 00° 


50° 


82. 00° 


180° 


12. 80° 


55° 


87. 80° 


190° 


15 60° 


60° 


93. 30° 


200° 


18° developing 


65° temps. 


98. 90° 


210° 


21. 10° 


o 

o 


100° boiling point of 212° 
water 


23. 90° 


75° 


104 40° 


220° 


26. 70° 


80° 


110. 00° 


230° 



To change Fahrenheit to centigrade: Subtract 32, multiply by 5, divide by 9. 
To change Centigrade to Fahrenheit: Multiply by 9, divide by 5, add 32. 



SAFELIGHTS 



Eastman 

(wratten) 


AGFA 


Sensitized materials 


Series 00 


105 


All chloride papers. 


0 


104 


All bromide papers and lantern slide plates. 


0A 


104 


All bromide and bromo-chloride papers, lantern 
slides, and process film. 


1 


104 


For ordinary, medium, and extra-fast noncolor 
sensitive films. 


2 


107 


All orthochromatic emulsions. 


3 


108 


All panchromatic emulsions. 


6A 




X-ray films (not safe for orthochromatic materials). 




103 


Ordinary panchromatic emulsions. 


7 




Infrared emulsion (not safe for orthochromatic or 






panchromatic materials). 
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FILTER FACTORS 



Filter 


Orthochro- 

matic 


Panchro- 

matic 


Ortho-pan- 

chromatic 


Hyper-pan- J 
chromatic 






Day. 


Tung. 


Day. 


Tung. 




I 

Tung. 


Aero 1 


2 


1.5 


2 




1.5 




1.5 




Aero 2 


2. 5 


2 


2. 5 





2 


_ 


2 


_ _ _ 


K 1 


2 


1. 5 


2 


1. 5 


1. 5 


1 5 


1. 5 


1. 5 


K 2 


2. 5 


2 


2. 5 


2 


2 


1 5 


2 


1 5 


K 3 


2. 5 


2 


2. 5 


2 


2 


1. 5 


2 


1. 5 


NO 12 


3 


2. 5 


3 


2. 5 


2 


1. 5 


2 


1. 5 


G 


5 


3 


4. 5 


3 


3 


2 


2. 5 


2 


F 


— _ 


_ _ _ 


12 


5 


15 


8 


8 


4 


A 


_ _ _ 





8 


4 


. 7 


4 


4 


2 


B 


8 


4. 5 


12 


9 


6 


6 


7 


6 


C 4 


9 


12 


10 


15 


12 


24 


12 


24 


C 5 


3 


a 5 


3 


5 


5 




5 


' ■ 


X 1 


— 


— 


— 


*--- 


— 


3 


5 




X 2 


... 




— 





— 




— 


5 : 

l 
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FILM SPEED RATINGS 



Weston 


General 

Electric 


H and D 


Scheiner 


0. 2 


0. 3 


9 


2 


. 5 


. 8 


23 


6 


1 


1. 5 


45 


9 


2 


3 


91 


12 


3 


5 


150 


14 


4 


6 


190 


15 


5 


8 


240 


16 


6 


10 


308 


17 


8 


12 


390 


18 


12 


20 


636 


20 


16 


24 


800 


21 


24 


40 


1, 300 


23 


32 


50 


1, 700 


24 


40 


64 


2, 100 


25 


50 


80 


2, 700 


26 


64 


100 


3, 500 


27 


100 


160 


5, 600 


29 


128 


200 


7, 200 


30 


160 


250 


9, 000 


31 


200 


300 


11, 500 


32 


240 


360 


12, 800 


33 


300 


450 


16, 800 


34 
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Density 


Transmission 

(Percent) 


0. 10 


79. 4000 


. 15 


70. 8000 


. 20 


63. 1000 


. 302 


50. 0000 


. 450 


35. 5000 


. 600 


25. 0000 


. 750 


17. 8000 


. 900 


12. 6000 


1. 000 


10. 0000 


1. 300 


5. 0000 


1. 600 


2. 5000 


1. 900 


1. 2600 


2. 000 


1. 0000 


2. 300 


. 5000 


2. 600 


. 2500 


2. 900 


. 1256 


3. 000 


. 1000 



1 

Density = Log. 0 = Log.~ 
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GLOSSARY OF TERMS 

Aberrations . — Errors in the performance of a lens which cause de- 
fects in photographs by distortion of light rays passing through 
the lens. 

Abrasions . — Streaks occurring on emulsion surfaces which appear 
like pencil marks or scratches. 

Accelerator . — Any substance which increases the activity of a de- 
veloping agent and shortens developing time or the time in which 
an image appears. 

Achromatic lens . — A lens which is partially corrected for chromatic 
aberration and brings red and green light rays to approximately 
the same plane of focus. Achromatic correction is obtained by 
cementing a positive lens of crown glass with a negative lens of 
flint glass. 

Actinic . — Light which is capable of causing photo-chemical change 
in a sensitive emulsion. Actinic value varies with the sensitivity 
of the material. Blue and violet are the most actinic of the 
visible light rays. 

Additive process . — Pertains to color photography. A process by 
which various visible colors are obtained by mixing or adding 
primary colors. Yellow for example is a mixture of red and green 
light rays in the proper proportion. 

Affinity . — The readiness with which substances react with ohe an- 
other. Generally pertains to chemical reaction, and in photog- 
raphy, sodium sulfite has an affinity for oxygen thereby preventing 

oxidation of the developing agent in a developer. 

Agitation . — The process of stirring or circulating a photographic 
solution to bring fresh solution in contact with the material which 
is being treated. This may be done by moving the material in 
the solution as in tank development, or by moving the solution 
itself as in tray development. 

Air bells . — Small bubbles or spherical masses of air which attach 
to the surface of an emulsion and leave a small area unaffected 
by the solution. Can be removed by vigorous agitation of the 
solution. 

Anastigmat . — A lens which has been corrected for astigmatism and 
thereby focuses vertical and horizontal lines with equal bright- 
ness and definition. Anastigmatic lenses are also free from other 
common aberrations. 
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Anhydrous . — Refers to chemical salts which contain no water of 
crystallization. Identical in meaning with “desiccated” which re- 
fers to dry chemicals. 

Antihalation backing . — A coating, usually gelatin, on the back of a 
film containing a dye or colored pigment for the purpose of ab- 
sorbing light rays, thus preventing their reflection from the back 
surface of the film base. 

Aperture . — A small opening, usually circular, in a plate or sheet. In 
cameras, the aperture is usually variable in the form of an iris 
diaphragm and regulates the amount of light which passes through 
the lens. 

Apochromatic . — Refers to lenses which are completely corrected 
for chromatic aberration. Focuses rays of all colors to very nearly 
the same plane. 

Back focus . — The distance from the back or rear surface of a lens 
to the focal plane when the lens is focused at infinity. It is used 
in determining the length of camera bellows suitable for a given 
lens. 

Blisters . — Small bubbles formed under an emulsion due to the de- 
tachment of the emulsion from its base. 

Blow-up . — Photographic slang for enlarging. 

Brightness range . — Variation in intensity from maximum to mini- 
mum. Generally refers to a subject to be photographed. For 
example, a particular subject may have a range of one to four, 
that is, the brightest highlight of the subject has four times the 
amount of light reflected from it as the least bright portion of the 
subject. 

Brilliance . — A term denoting the degree of intensity of a color. 

Cable release . — A flexible shaft for operating a camera shutter at a 
distance. Used to avoid camera movement when operating the 
shutter release lever with the hand. 

Camera . — A device used for taking photographs consisting of a light- 
proof chamber, a lens, a means for focusing, a shutter and diaphragm 
to regulate exposure, and a means for holding a sensitized film or 
plate. 

Cellulose acetate . — Main constituent of safety base film. Burns very 
slowly and is preferable to nitrate base. 

Cellulose nitrate . — Base material for nitrate film base. Highly 
inflammable. 

Chemical fog . — Fog produced in a sensitive emulsion by any chemi- 
cal means. Often caused by very energetic or contaminated 
developer. 
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Cinematography. — The process of making motion pictures. 

Circle of confusion. — The size of the image of a point formed by a 
lens. Should not be larger than 14 0 o -inch in diameter. If a 
negative is to be enlarged, this circle should be considerably 
smaller than Vi 00 inch. This diameter is the maximum to pro- 
duce a sharp image with the lens. 

Color. — The property of an object which depends on the wave length 
of light it reflects. The sensation produced in the eye by a par- 
ticular wave length or group of wave lengths of visible light. 

Color sensitivity. — The sensitivity of a photographic emulsion to 
light of various wave lengths. 

Composition. — A term referring to the grouping of objects in a photo- 
graph to obtain proper balance and accentuation of the main 
subject. 

Condenser. — A lens used to collect rays of light from a source and 
project them in proper alinement to obtain even and undistorted 
illumination of a negative or positive. Used in condenser type 
enlarger and projection lanterns. 

Contact print. — A print made by placing a sensitized emulsion in 
direct contact with a negative and passing light through the 
negative. 

Contrast. — The difference between light intensities in a subject area 
such as between highlights and shadows. In a negative, the dif- 
ference is between density values and in a print it is the reflective 
power between highlight and shadow. 

Convertible lens. — A lens containing two or more elements which can 
be used individually or in combination. 

Covering power. — The capacity of a lens to give a sharply-defined 
image to the edges of sensitized material it is designed to cover 
and at the largest possible aperture. 

Darkroom. — A room for photographic operations, mainly processing, 
which can be made free from white light and is usually equipped 
with safelights emitting nonactinic light. 

Definition. — The degree of sharpness of a photographic image de- 
pendent upon perfection or accuracy of the lens used to obtain the 
image. 

Deliquescent. — The property of a chemical salt of absorbing mois- 
ture directly from the atmosphere. 

Densitometer. — A device for measuring the density of a silver de- 
posit in a photographic image. It is usually limited to measuring 
even density in very small areas. Density is the expression for 
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denoting amount of light absorbed by a medium in relation to the 

• light incident on it. 

Desensitizer. — An agent for decreasing the color sensitivity of a 
photographic emulsion to facilitate development under compara- 
tively bright light. The action is applied after exposure. 

Developer. — A solution used to make visible the latent image in an 
exposed emulsion. 

Diffusion. — The scattering of light rays upon reflection from a rough 
surface, or the transmission of light through a translucent medium. 

Dispersion. — The separation of individual colors of light by differen- 
tial refraction. 

Distortion. — Defects in a photographic image by abnormal rendition 
perspective. 

Dodging. — The process of holding back light from certain areas of 
the sensitized paper in making a print to avoid overprinting those 
areas. In projection printing, it is accomplished by inserting an 
opaque medium of proper shape and size between the lens and 
the easel and in contact printing, by either varying the illumina- 

• tion in given areas of the negative or inserting translucent or 
opaque paper between the light source and the negative. 

Dry mounting. — A method for cementing a print to a mount by 
means of a thin tissue of thermoplastic material. The tissue is 
placed between the print and the mount and sufficient heat applied 
to melt the tissue. The tissue is usually impregnated with shellac 
which melts in the presence of sufficient heat. 

Dyes , sensitizing. — Dyes used to extend the color sensitivity of silver 
halide. Applied in the manufacture of emulsions to obtain se- 
lective sensitivity to colored light. 

Easel. — A device to hold sensitized paper in place before an en- 
larger. Generally includes an adjustable mask to accommodate 
different sizes of paper. 

Effective aperture. — The maximum diameter of a lens as used for 
projection of images. This diameter is used in computing // 
numbers. 

Efflorescence. — The process by which a chemical salt loses its water 
of crystallization upon exposure to air. 

Embossing. — The process by which the central portion of a print 
or mount is depressed, leaving a raised margin. 

Emulsion. — The sensitive coating on films, plates, and papers com- 
posed of silver halide crystals suspended in gelatin. 

Enlargement ( projection print ) . — A photographic print made by pro- 
jecting a negative to obtain an enlarged image on sensitized paper. 

328 



Digitized by Google 



Original from 

UNIVERSITY OF CALIFORNIA 




TM 1-219 

BASIC PHOTOGRAPHY 

Exhaustion. — The state reached when the principal ingredient of • 
any photographic solution is no longer active. 

Exposure. — The length of time during which a given intensity of 
light is allowed to act upon a sensitive emulsion. Technically, it 
is the product of the time and the light intensity. 

Exposure meter. — An instrument for measuring light intensity and 
determining correct exposure. It is calibrated for different emul- 
sion speeds. 

F ast lens. — A lens of relatively large aperture // 4.5, // 3.5, and // 2 are 
considered fast apertures for lenses. 

Feather edge. — The edge of a print which has been treated with sand- 
paper or emery paper, and tapers from a very thin edge to the full 
thickness of the print. Its application is in assembling aerial 
mosaic prints to obtain a smooth joint between prints. 

Ferrotype plates. — Sheets of thin enameled or chromium-plated iron 
used in obtaining high gloss of print. Some plates are made of 
polished stainless steel. 

Fixing. — The process of removing the unexposed and undeveloped 
silver halide from a negative or print. 

Flat. — Expression denoting lack of contrast in a print or negative. 

Flatness of field. — The quality of a lens which affords sharpness of 
image both in the center and at the edges of the negative. 

Focus. — The point toward which the rays of light converge to form 
an image after passing through a lens. 

Focusing scale. — A graduated scale for different distances which per- 
mits focusing without the aid of a focusing screen. 

Focusing screen. — A sheet of ground glass on which the image is 
focused and composed before exposure. 

Forcing. — Attempting to bring out detail in an underexposed film, 
plate, or print by prolonged development or by the addition of an 
accelerator. Likely to produce fog. 

Frilling. — The puckering up and detachment of the emulsion from 
the support around the edges; happens most often in hot weather 
or because of too much alkali in the developer. 

Gamma. — A numerical measure of contrast in the development of 
a negative. 

Gradation. — The range of tones from the brightest highlights to the 
deepest shadows. 

Graminess. — The effect produced when the silver grains of a devel- 
oped negative or print become visible. The relative sizes of grains 
determine the degree of graininess. 
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Halation , — A blurred effect, resembling a halo, usually occurring 
around bright objects: caused by reflection of rays of light from 
the back of negative material. 

Halftones. — All gradations between highlights and shadows. 

Halogen. — Iodine, bromine, chlorine, and fluorine are known as the 
halogens. Salts of these elements are called “halides.” 

Hard. — Used to denote excessive contrast. 

Highlights. — Those portions of a subject upon which the greatest 
amounts of light fall. The densest parts of a negative and the 
lightest parts of prints. 

Hydrometer. — An instrument used in photographic chemical mixing 
to find the concentration of a single chemical in water. Most 
common use is in mixing large quantities of hypo. 

Hyper-panchromatic. — Term used to designate films and plates which 
have a high red sensitivity. 

Hypo. — Abbreviation for the compound sodium thiosulphate, the 
most common fixing agent. 

Imbibition . — Used in color photography. Process of dye transfer in 
the wash-off relief process. 

Infinity. — Any great distance from a camera lens beyond which light 
rays from any point to the lens are regarded as parallel. 

Infrared. — Invisible rays of light below the visible red. They ex- 
tend from 700 to 13,000 millimicrons in wavelength. 

Intensification. — The process of building up the density of a photo- 
graphic image by chemical means. 

Intensity (light). — The quantity of light emitted or reflected from 
a given source. 

Irradiation. — The spreading of an image due to internal reflections 
within an emulsion. Causes a lowering of definition of the image. 

Keeper. — An acid chemical added to developers to keep them in 
usable condition without oxidation of the developing agent with 
lapse of time. 

Laboratory. — a. The plant or accomodation which permits pho- 
tographic personnel and equipment to function. 

b. The equipment and personnel allotted a photographic plant 
or accommodation. 

Latent image. — The invisible image recorded by light action upon 
the film or plate and which is made visible in development. 

Latitude. — a. Exposure. — The quality of a film or plate which allows 
variation in exposure without detriment to image quality. 

b. Development. — Allowable variation in the recommended de- 
veloping time without noticeable difference in contrast. 
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Light fog. — A graying of the image, produced by an unsafe darkroom 
lamp or accidental exposure to white light. 

Matrix. — A positive print used in the wash-off relief process to hold 
the dye used in making the final print by imbibition. 

M eter-oandle-second. — Unit of exposure in sensitometry. The prod- 
uct of illumination or intensity in meter-candles and the exposure 
time in seconds. 

Milky . — Appearance of an incorrect fixing bath; often the result of 
impure chemicals or improper mixing. 

Mottled. — Irregular spots on negatives or prints. 

Negative. — A photographic image on film, plate, or paper in which 
the dark portions of the subject appear light and the light portions 
appear dark. 

Opaque. — Refers to an object which is incapable of transmitting 
visible light. 

Orthochromatic. — Refers to films or plates whose sensitivity is to 
violet, blue, yellow, and green and which are insensitive to red. 

Orthochromatic rendition. — In ordinary photography, this refers to 
the reproduction of color brightnesses in their relative shades of 
gray. In color photography, it is the reproduction of color as 
color. t 

Orthonon. — Name given to color-blind or noncolor sensitive emul- 
sions. 

Ortho-panchromatic. — Panchromatic emulsions which most nearly 
approximate the sensitivity of the eye. 

Panchromatic. — Emulsions which are sensitive to all visible colors. 

Photomontage. — A composite picture made by a number of exposures 
on the same film, by projection of a number of negatives to make 
a composite, or by cutting and pasting up a number of prints and 
subsequently copying to a new negative, or any similar method of 
making a composite print. 

Photosensitive. — A term used to describe substances whose chemical 
composition is altered by the action of light. 

Photostat. — A camera used to produce copies of documents, draw- 
ings, or photographs. The term also applies to the copy made with 
this type of camera. 

Pinholes. — Minute transparent spots in negatives which show up as 
black spots in prints, most frequently caused by dust on the film. 

Plane-parallel. — A term used to describe filter glasses whose faces 
are ground to flat, parallel surfaces. 

Portrait. — A photograph of an individual; usually refers only to a 
head or head and shoulders. 
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Production. — The section or sections of a photographic laboratory 
which engage in or assist photographic processes. The product or 
products of photographic laboratory operation. 

Proportional reducer. — A reducing solution which reduces the shad- 
ows at the same rate as the highlights and therefore produces no 
change in contrast 

Radiant energy. — A form of energy of electromagnetic character. 
All light which causes photo-chemical reduction is radiant energy. 

Reducing agent. — Refers to development. The active ingredient of 
a developer which changes the subhalide to metallic silver. Usu- 
ally requires acceleration. 

Reflection. — The diversion of light from any surface. 

Refraction. — The bending of light rays when passing from one medi- 
um to a medium of different density. 

Refractive index. — The ratio of the speed of light in one medium 
to the speed in a medium of different density, or the ratio of the 
density of a medium to the density of air. Air is usually con- 
sidered the standard medium in computing refractive index. 

Relative speed of emulsions. — The rate at which one emulsion will 
record an image as compared with a standard emulsion of known 
sensitivity. Relative speeds are used in most speed rating systems. 

Resolving power. — The measure of the ability of an emulsion to re- 
cord fine detail. Fine-grain emulsions have high resolving power. 

Restitution. — Projection printing for the purpose of minimizing var- 
iation in scale of prints from the true average scale. 

Restrainer. — The chemical in a developing solution which holds back 
or checks the action of the developing agent. 

Retouching. — The removal or softening of defects in a negative by 
means of pencil lines or color. 

Scale. — Scale is the ratio of distance in the subject to the correspond- 
ing distance in the photograph. 

Screen process. — A process incorporating minute colored particles, 
with the film or plate separate from the emulsion. The negative 
is exposed and reversed chemically to yield a positive. The grains j 
which correspond in color to the original show through the emul- 
sion and the remaining grains which do not correspond to the 
original are obscured by the overlying silver image. 

Secondary color. — A color formed from the combination of two pri- 
mary colors. Yellow, magenta, and cyan (blue-green) are the 
secondary colors. 

Sensitometry. — The measurement of the response of a photo-sensitive 
material to the action of light. 
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Speed of an emulsion. — The rate at which an emulsion will record an 
image after it has been acted upon by light. 

Speed rating. — An arbitrary number assigned to a photographic 
emulsion to designate its sensitivity in comparison with other 
emulsions. The individual numbers within a separate rating 
system are comparable with each other but not with the numbers 
of another system. 

Spotting. — Retouching on prints with spotting colors or pencils. 

Squeegee. — A strip of soft rubber mounted in a wooden frame or 
roller used for squeezing moisture from prints. 

Stock solution. — Photographic solution in concentrated form which 
is diluted for use. 

Subhalide. — Halides, generally referring to silver, which have been 
reduced from the halide form by the action of light. 

Subtractive process. — Refers to color photography, a process in which 
two or more negatives are made through filters which subtract all 
but the desired color for each negative, and also in color printing 
processes in which the color desired is obtained by subtraction in 
a pigment or silver toning process. 

Subtractive reducer. — A reducer which affects the shadows in a nega- 
tive without noticeably affecting the highlights and thereby in- 
creases the contrast in the negative. 

Superproportional reducer. — A reducing solution which lowers high- 
light density faster than it affects shadow density. The result is a 
lowering of the contrast of a negative. 

Synchro- flash. — A term applied to photography in which a flash bulb 
is ignited at the same instant that the shutter is opened. 

Synchronizer . — A device for operating a shutter simultaneously with 
the firing of a flash bulb. 

Time gamma curve. — A curve of developing time plotted against 
develop-contrast or gamma. The contrast for any given time may 
be read directly from the curve, or vice versa. The curve applies 
for only one developer and one particular emulsion. 

Tone. — Each distinguishable color or shade from black to white. 

Toning. — The chemical treatment of a photographic image to obtain 
a colored 'image from a black and white one. 

Translucent. — Semitransparent. A substance which passes light 
but diffuses it so that objects cannot be clearly distinguished. 

Transparency. — A positive image on a clear base which must be 
viewed by transmitted light. Also refers to the light transmitting 
power of the silver deposit in a negative and is the inverse of 
opacity. 
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Vignette . — Ordinarily refers to projection printing. A process of 
regulating the distribution of light which reaches the print in such 
a way that the image obtained fades out toward the edges. 

Weak image . — The image on a print or negative which is lacking in 
contrast and density. 

Working aperture . — The largest diaphragm opening at which a lens 
will give satisfactory definition over the area of a film or plate 
which is covered by an image. 

Working solution . — A photographic solution which has been diluted 
from a stock solution and is ready for use. 
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